Occupational Hazards 


the magazine of industrial safety « fire protection « housekeeping OCTOBER 1961 


“To recognize the possibilities 


of nuclear war in the 
missile age, without our 
citizens knowing what they 
should do and where they 
should go if bombs begin 
to fall, would be a failure 
of responsibility.” 


— President John F. Kennedy 
July 25, 1961 
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Call at our booth (No. 54) at the National Safety 
Congress for official Civil Defense literature 





ON THE LINE 


Go-Jo cleans well on the 
spot without water. Go-Jo 
Dispensers placed through- 
out production areas let 
employees wash frequently 
without time loss of costly 
trips to the washroom. 


IN EVERY DEPARTMENT OF YOUR PLANT, 
WHEREVER HANDS GET DIRTY- 


CREME 
HAND CLEANER 


WORKS AT PEAK EFFICIENCY 


IN THE WASHROOM 


Go-Jo Creme Hand Cleaner 
meets the full range of in- 
dustrial soils, removing even 
deeply imbedded grease and 
grime. It contains GT-7, an 
antiseptic for protection 
against dermatitis, and emol- 
lients to prevent dry, chap- 
ped hands. Go-Jo’s economi- 
cal Heavy Duty Dispenser 
can save you as much as 75% 
of your handcleaning costs 


IN THE PRINT eat 


Go-Jo gets rid of hard-to- 
remove inks. In addition, 
printers use it to clean 
their equipment, and have 
found it excellent for plates 
and rollers, 


IN THE MAINTENANCE DEPT. 


The maintenance man prob- 
ably comes in contact with 
a greater variety of soils 
than anyone else. Go-Jo, “the 
maintenance man’s friend,’ 
cleans them all! 
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FOR FURTHER INFORMATION ABOUT THE “STOP WASTE 
PROGRAM" AND THE NAME OF YOUR NEAREST JOBBER WRITE: 


GCOJER lit Box 991, Dept. OH-101 
| i ® 


IN THE PAINT SHOP 


Go-Jo easily removes paint 
from the hands, eliminating 
the danger of dermatitis 
and fire caused by cleaning 
with turpentine and _ thin- 
ners, And, of course, Go-Jo 
is non-combustible! 


RE. 24312 


Akron 9, Ohio 


MANUFACTURER OF Q@:/Q PRODUCTS 
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IN THE OFFICE 


Go-Jo removes mimeograph 
inks and duplicating fluids 
effortlessly. Secretaries ap- 
preciate Go-Jo’s pleasant 
fragrance, and its gentle 
emollient action keeps 
feminine hands soft. 
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one cartridge... 


one compact 
pre-filter... 


wonderful 
on the job! 


Now you can have positive protection ¢ Independently replaceable pre-filter 
against all paint sprays and vapors... lead- and cartridge 

based, enamels and lacquers... with single- . Pai ae Bias 
cartridge comfort. Approved by the U. S. — ore neo S 
Bureau of Mines, the new C-251 Paint able with other C-200 filter units 


Spray Respirator joins the Pulmosan Yes, it’s economical and easy to add paint 
interchangeable C-200 respirator series, spray protection to any C-200 series respi- 
with its many exclusive advantages: rator you now have. Or you can start your 


e Lightweight, compact, easy-to-wear C-200 series now with the C-261 for — 
single curivides sprays, and add interchangeable filter 
- units for any and all hazards for which 

e Convenient re-usable plastic clip cap respirators are recommended. 


For complete information and prices, write: x 


C270 SAFETY EQUIPMENT CORP. 


644 Pacific St, Brooklyn 17, W. Y. » STerling $-0200 Mf 1007 Washington Ave., St. Louis, Mo. * CHestnut 1-9393 
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New Safety Glasses. AO offers a full line: Zyl (above), 
combination and newest all-metal frame with metal 
bar bridge and clip-on plastic saddle bridge that is 
easily adjustable to fit all faces, especially for safety 
Rx, eliminating decentering of lenses. Available 
with or without side shields. 


New Flexible Mask Welding Goggles. Mounts welding 
plate in stationary holder. Opaque mask of molded 
plastic, fits snugly but comfortably against face to 
block out light. 


New Chemical Vapor Suit. Maximum vapor and acid 
protection, one-piece construction in polyvinyl chio- 
ride coated nylon. Hood fits over safety cap. All 
seams sealed inside and outside. Requires self- 
contained breathing apparatus, can be fitted with 
air hoses. 


New Welding Helmet Cap Combinations. Choice of 10 
shell models, fiber glass or vulcanized, lift and 
stationary glass holders. Four positioning stops. 
Secured to regular Dura-Guard safety cap with 
simple, dielectric attachment clips. 





New Dura-Guard Safety Hats & Caps. All-new safety 
hats and caps designed for universal use. Shells 
and suspensions are molded plastic, without holes 
or metal parts. Dura-Guard hats and caps meet or 
exceed all standard specifications, may be used 
wherever dielectric protection is required. 


New Paint Spray Respirator. Compact and light in 
weight, this Bureau of Mines approved unit is one 
of 17 filter combinations possible with an AO R-5000 
series respirator. 








Readers’ guide to 


“PLAN FOR 
ARMAGEDDON” 


SECURITY 


HOUSEKEEPING 


SAFETY 


AIR POLLUTION 
FIRE PROTECTION 


COMPENSATION LAW 


POSTER 


DEPARTMENTS 


Occupational Hazards 


———==————~ === | for October 1961 


EXHIBIT GUIDE ian oi ee 


On page 77 begins “Exhibitors and the Products They Dis- 
play,” a record in text and picture of what you can expect to 
see at the 49th Annual National Safety Congress & Exposition, 
to be held in Chicago October 16-20. Products to be displayed 
are listed by booth numbers. Exhibitors are listed alphabetically. 
Together, the lists make an excellent guide to congress display 
floors. If you can’t attend, use the reader service card to get 
more information about products that interest you. 


“Since the days of the Biblical prophets,” says the first paragraph of this 7-page 
feature on preparation for cataclysm, “ ‘Armageddon’ has stood for ultimate dis- 
aster.” The feature divides into nine parts: 


Armageddon Includes Natural Disasters 35 
Armageddon Includes Radiation Hazards 36 
Armageddon Demands Trained People 37 
Are You Prepared for Armageddon? 38 
Armageddon Calls for Mutual Aid 39 
Armageddon Calls for State Cooperation 39 
What the States Are Doing 40 
Armageddon Requires Fallout Shelters 41 
How Well Will a Fallout Shelter Protect You? 


What Can You Do To Help Industry Survive? 
Virgil L. Couch, director, Industry Office, Office 
toward improved plant protection. 

Red Cross Stands Ready If Disaster Strikes 
How Cleveland’s Red Cross chapter works with industry and 
furnish the best possible disaster relief. 

Housekeeping at Its Very Best 
What Parke, Davis & Co. does to maintain absolute cleanliness at 
processing plant. 

Medical and Hygiene Programs: Keys to Worker Welfare 
Part VIII of our “Basic Guide to Safety Management,” wit! 
your medical-hygiene program work. 

Who Says People Won’t Buy Seat Belts? 

At Poughkeepsie, International Business Machines Corp. proved workers really 
go for auto seat belts. 

The Public Demands Air Cleanup 
Editors spent more than a year gathering material for 
can do about plant air pollution. 

Fewer Heads—Equal Protection 
New, more liberal standards now govern automatic 
many industrial buildings 

Right Off the Docket 
This regular feature reports on recent court decision 
men’s compensation cases 

Compensation News 
News from many States and the Federal Government « 
compensation and occupational disease law. 

Sudden Injury 


1 ideas for making 


A man worked alone 30 feet above roof level, fell 


, screamed for help until some- 
one finally heard him 


Advertisers’ Index 


Golden Shoe Club 


New Products 
Reader Service Card 


Safety Man’s Calendar 
Literature in October Ads .... Turtle Club 


Names in the News 





Printed in U.S.A, 


Published monthly and copyrighted 1961 by The Industrial Publishing (¢ oryx 
ration, Cleveland, Ohio. Volume 23, No. 10. Controlled circulation postage paid 
at East Stroudsburg, Pa. Return form 3579 to OccupPATIONAI 


Hazarps, 812 
Huron Road, Cleveland 15, Ohio 


October 1961/Occupational Hazards /3 





MAKE SAFETY 
LOOK GOOD...WITH THE 
WORLD’S LIGHTEST SAFETY SHOES 


® CASUAL-STYLED! WEIGH FULL POUND LESS PER PAIR THAN ORDINARY SAFETY SHOES 


* New... safety shoes with wear-appeal for your men. Lightweight, to 
* be less tiring. Good-looking . . . and just a swipe of a wire brush 
or ordinary sandpaper keeps them looking great. Comfortable 
and cooler, because the rugged pigskin breathes, doesn’t 
trap air inside. In oxford and chukka styles. For 
the name of your nearest jobber, write to Haus 
. of Krause, Rockford, Michigan. 


RESIST ACIDS, 
ALKALIS, WATER, SOIL 


STEEL 
SHANK 
SUPPORTS 


STEEL 
|= 10) Gu ge) 3 


PROTECTION 
OIL-RESISTANT 


NEOPRENE SOLES 


SAFETY SHOES 


Industrial jobbers interested in acquiring a franchise, write to 
Haus of Krause, Rockford, Michigan. 
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Octoser 16-20. 49th National 
Safety Congress & Exposition. Hotel 
Conrad Hilton, Chicago, Ill. Informa- 
tion: National Safety Council, 425 
North Michigan Avenue, Chicago 11, 
Ill. 


Ocroser 25-26. 26th Annual Meet- 
ing of Industrial Hygiene Founda- 
tion. Mellon Institute, Pittsburgh. 
Pa. Information: Dr. H. H. Schrenk, 
managing director, Industrial Hy- 
giene Foundation, 4400 Fifth Ave- 
nue, Pittsburgh 13, Pa. 


OctosBer 27-29. First Florida Indus- 
trial Nurses Association Convention. 
Pensacola, Fla. Information: Mrs. 
Aileen Limeris, Northwest Florida 
Industrial Nurses Association, 8 
North G Street, Pensacola, Fla. 


Ocroser 30-NoveMBER 1. National 
Fire Protection Association Fall 
Conference. Hotel President, Kansas 
City, Mo. Information: Deuel Rich- 
ardson, public relations manager, 
National Fire Protection Association, 
60 Batterymarch Street, Boston 10, 
Mass. 


Novemeer 2-4. 14th Annual Con- 
vention of International Rescue & 
First Aid Association. Hotel Roan- 
oke, Roanoke, Va. Information: Max 
L. Spray, executive director, Inter- 
national Rescue & First Aid Associa- 
tion, 314 King Street, Alexandria, 
Va. 


NovemsBer 6-7. Governor's Confer- 
ence on Fire Prevention. State Capi- 
tol Building, Annapolis, Md. Infor- 
mation: Fire Service Extension De- 
partment, University of Maryland, 
College Park, Md. 


NovemBer 6-10. Course in indus- 
trial health for nurses, New York 
University. Medical Center, New 
York University, New York, N. Y. 
Information: David H. Goldstein, 
M.D., professor of industrial medi- 
cine, Institute of Industrial Medicine, 
New York University, 550 First Ave- 
nue, New York 16, N. Y. 





Bruise easily? 


Indoors or outdoors, protect your head from on-the-job bumps and raps with the 
lightweight, rugged GenTex bump cap. Weighs just eight ounces, wears comfortably 
all day. Outside: sturdy shell cleans easily with soap and water. Just ‘‘wipe and wear.” 
Resists dielectric shock to 5,000 volts, gives impact protection up to 20 ft. pounds. 
Choice of nine colors. Inside: energy absorbing, resilient foam crown-cushion takes 
the bumps for you. Plastic adjustable headband sits the bump cap firm on your head, 
fits any head. Keeps you cool. Make every work day bump-free with the good looking, 
general duty GenTex bump cap. Write for details. Another quality product from: 
GenTex Corporation, 450 7th Avenue, New York 1. 


GENTE °A050" 
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CREATIVE RESEARCH * QUALITY PRODUCTS -° PROFESSIONAL SERVICE 





ZORB-ALL takes the danger out of ice 


Icy work surfaces can mean injured employees, damaged equipment and costly delays. But a 


thin layer of ZORB-ALL® will give you safe footing on loading and shipping docks, walks, plat- 
forms, ramps and driveways. And ZORB-ALL won’t harm grass or concrete. It’s an inert calcined 


clay—not a chemical. ™ So protect your plant from ice this winter. Call your Wyandotte repre- 


Wyandotte Chemicals 


J. B. FORD DIVISION 
WYANDOTTE, MICHIGAN e LOS NIETOS, CALIFORNIA e ATLANTA, GEORGIA 
Circle No. 7 on reader service card 
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CESCO-—Right Before Your Eyes! 


No. 366 (46mm) 
and No. 368 (48mm) 


Introducing a New Idea in Eye Protection! 





CESCO Stylist Metal Frame Glasses 


with comfort, style and safety features everyone will like! 


New CESCO Stylist Metal Frame glasses have fea- 
tures that will appeal to all. Both men and women 
employees will like their good looks and comfort- 
able fit. Safety Directors will like the extra pro- 
tection which the sturdy lens-retaining eye wires 
afford. Repair men will appreciate how simple it is 
to replace lenses, temples and nose pads. And last 
but not least, top management and purchasing peo- 
ple will recognize that new CESCO Stylist Metal 
Frame Glasses save money by giving longer serv- 
ice and cutting replacement part costs. 

POLYFIT BRIDGE « Reduce inventory and fitting 
problems with one universal-fitting comfort bridge 
POPULAR EYE SIZES « F7 shape—46 and 48 eye 
sizes—use standard lenses 


SUPER SAFETY LENSES e 6.00 C clear or antiglare 
—glass or plastic 


SEE CESCO Stylist Glasses at the National 
Safety Congress, Booths 72, 73 and 74 


STURDY TEMPLES e Cable or skull types with welded 
5-barrel hinges for greater durability. Cable temples 
available fully insulated 

SUR-LOK PINS e No lost screws. Temples held se- 
curely to frames 


SIDESHIELDS ¢ Flesh or green perforated plastic. 
Flat fold. New plastic-bound wire screen in black or 
stainless steel 


RHODIUM PLATING .¢ Nickel-silver frames and tem- 


ples plated in corrosion-resistant rhodium with 
smooth satin finish 


Consult your CESCO distributor for samples or write 
us direct for prices and complete information. 


4 


Sideshield 
Model 

No. 367 (46mm) 
and 

No. 369 (48mm) 


Circle No. 8 on reader service card 


October 1961/Occupational Hazards/7 

















ee 
ee 


qa 

d 

. 

7 

* Ff 7 
i # 
— 
Sg 

ys 


5, 


be 


accident business 


Let us send you this FREE POSTER 


194,000 disabling foot injuries in an average year — these 
are undeniable figures and it’s costing American industry 
millions of dollars annually. 

Just one foot accident in your plant puts you in two bus- 
inesses — the one, your profession, represents PROFIT .. . 
the other, A-C-C-I-D-E-N-T-S, is ALL LOSS. 

Today over 27,000,000 workers are on jobs where they 
. should be wearing safety shoes, yet only 3 million do. 

RIE TE IT Only a steel toe can make a shoe safe. Get out of the foot 
WHO NEEDS 3 ee | accident business! See a safety shoe supplier about one of the 


| to decide that SAFETY SHOES easy plans he has to furnish your workers with safety shoes. 
| are g good deol ® 

@ Give your feet meximuas ‘Poctietten § i B T C 

seteeb tenes arety Box Toe Company 
way Ansery DARING , 812 STATLER BUILDING « BOSTON 
Demgeet 3 Manufacturers of 19 styles of steel toes 


Pp ly ‘or 
board use. WRITE FOR YOURS 
TODAY. all AUSTEMPERED for maximum protection 
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LETTHERS 


redders report 


Let’s Square Off 
and Fight! 


EpITor: 


Being a long-time reader of your 
magazine, I enjoy the variety of ar- 
ticles and subject material. I find of 
particular value in my work the 
“Reference Fact File” [August issue] 
together with the convenience which 
the cards provide to be used in ob- 
taining more specific information 
about a product advertised. 

There is one thing that disturbs 
me, however, and that is what ap- 
pears to be a campaign from time to 
time aimed at discrediting the use of 
the ASA standard method of com- 
piling industrial injury rates. I sus- 
pect that you raise this question with 
tongue in cheek from time to time 
for its value to whip up a little con- 
troversy. Take my reaction as typi- 
cal to the two articles published in 
the August issue. This is the second 
time you have caused me to tee off 
on this question and to attempt to 
come to the defense of the continued 
use of ASA Z16.1. I worry most that 
some person who is getting his first 
introduction to safety and is begin- 
ning to establish a safety program 
might get a misguided slant on the 
question of the basis for compiling 
injury experience as a result of argu- 
ments over the ground rules. 

Tt seems ta me that ex-Law Fn 
forcement Officer Mr. Joe Banach 
has taken the task of believing that 
everyone is guilty of fudging records 
until proven innocent. In his article 
‘Don’t Use Standards As Your 
Guide” he claims that he can’t com- 
pare his company’s accident experi- 
ence with ASA statistics. He ques- 
tions comparative figures because he 
doubts that one can rely on the in- 
tegrity of every company reporting. 
Further, that companies suppress ac- 
cidents in order to win safety awards 
That they gloss over their records 
because of home office scrutiny and 
because of fear of forfeiture of 
company - wide recognition or a money 
award. Now, wouldn’t it be just as 
valid an argument to question the 
method of figuring and publishing 
batting averages in baseball? Should 
we believe that this procedure should 
be abandoned because some bush 
league team had been suspected of 
misrepresenting an average? 


continued on next page 





666. Jomac work glove. Reversible—any two make a pair. Men’s knitwrist. 


It’s GLOVEMANSHIP that makes 
JOMACS 


your best buy in industrial work gloves 


GLOVEMANSHIP is an art. It involves combining the ideal yarns, process- 
ing the cloth by techniques which will impart the wearing and protective 
qualities desired, creating patterns, styling cuffs and, finally, producing 
the finished gloves with real craftsmanship. Jomac practices GLOVEMAN- 
SHIP. 

What does GLOVEMANSHIP mean to you? It means lower glove costs 
with quality gloves that afford maximum dexterity, more comfort; that 
resists oils, greases and stains; that protect hands and forearms against 
such hazards as cuts, burns, bruises and abrasions; that can be washed 
time after time. 


For better fit, greater dexterity, more 

4 comfort, longer wear, and maximum 
safety in handling most chemicals, 
oils, greases, etc. — specify North 
PVC Coated Gloves. 


To keep workers dry and comfortable 

in foul weather and to give them 

Superior protection against chemi- 

cals, oils and greases—specify North e- 
PVC Protective Clothing. & 2] 


Write for more information about Jomac industrial work gloves today. 
Phila. 38, Pa. 


In Canada: James North Canada Company, Ltd., Simcoe, Ont. 


‘‘Jomac Sells Quality ... and Quality Sells Jomac!”’ 
ircle No. 10 on reader service card 
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Letters 


continued from page 9 





As a solution to all this, Mr. 
Banach suggests that workmen’s com- 
pensation cost figures would reflect a 
truer picture of accident experience 
than use of ASA Zl16.1. Has he 
missed something here? How about 
the difference in waiting period in 
each State, and how about the wide 
differences in compensation sched- 
ules and rating procedures where 
permanent partial disabilities are in- 


volved? I think that it is high time 
that we stop pointing the finger of 
suspicion at every plant or company 
who steps out and wins a safety 
award. 

Miss Ann Stresau has made an im- 
pressive case in her article for use 
of the Z16.1 standard by all profes- 
sional safety specialists. She outlines 
the value of standardization for 


those who wish to compare their dis- 
abling injury experience with that of 
others in the same industry. 

We have used Z16 for many years 
as the basis for comparison between 
all divisions of our company. I have 





TAKE ANOTHER LOOK 


You don’t buy signals every day, like soap and 


hardware, so when you do need a warning you 


want the right signal! 


SIRENS, HORNS and BELLS BY FEDERAL! 


The problem of evacuating people is being re- 
evaluated right now; FEDERAL has the best evac- 


vation signals for your system! 


For the finest 
HORNS... 


SIRENS... 


BELLS ... and WARNING LIGHTS 


... Visit FEDERAL in Booth #192 


. we can solve your signalling problems. 


FEDERAL 


SIGNAL 


13635 S. WESTERN AVE., BLUE ISLAND, ILL. 


Circle No. 11 on reader service card 
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used this standard for 21 years with 
no serious reason to doubt its value 
as a proper guide. It is the basis for 
comparison used in injury frequency 
reports assembled by the various as- 
sociations to which our company re- 
ports. In all of this no serious prob- 
lem seems to arise in the interpreta- 
tion of this guide. I believe that Miss 
Stresau has aptly put it: “If those 
of us who use it apply it in the spirit 
in which it was written...” 

R. M. Gr_more 
General Safety Supervisor 
Rayonier, Inc. 
Hoquiam, Wash. 


Is ASA Z16.1 as good as it should 
be? Ask that of most experienced 
safety directors, and you get a 
prompt flareup of opinion. The Ba- 
nach views are supported by a wide 
selection of the safety men we've 
visited during the last year; so are 
the opposite views expressed by Miss 
Stresau and Mr. Gilmore. One thing 
we know: A number of large firms 
long since abandoned the ASA stand- 
ard for their own purposes, and de- 
veloped methods of measuring work 
injury (and sometimes fire loss) ex- 
perience wholly different from those 
generally used. Yet these same firms, 
in most cases, report to the National 
Safety Council and to their own 
trade associations on the basis of the 
ASA _ standard. 


“Basic Guide” 
Will Be Reprinted 


EpITor: 


We have been clipping the articles 
you are now publishing on “A Basic 
Guide to Safety Management.” We 
have them all except the article on 
“Where Does the Supervisor Fit?” 
which it appears was published in the 
May issue of your magazine. Is it 
possible for you to send us a copy of 
the May issue? We would appreciate 
very much if we could have this 
issue. 

G. J. West 
Insurance Department 
Libby, McNeill & Libby 
Chicago, III. 


The May copy went out. This re- 
quest was only one of many for tear 
sheets of one or more articles of the 
“Basic Guide” series, to be completed 
in February 1962. Government agen- 
cies have sought permission to repro- 
duce the material for their own use. 
So have utilities, manufacturers, Brit- 
ish safety groups. We do plan to 
reprint the entire series. 


continued on page 124 
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Safety solvent: “An Index to Solving 
Maintenance Problems,” a_ technical 
booklet offered by Fine Organics, Inc., 
tells you how to get maintenance jobs 
done more safely and efficiently through 
the use of safety solvents possessing high 
flash point, high maximum allowable con- 
centrations, and stable solutions. 
Circle No. 38 on reader service card 


Barricades and lights: Literature from 
Electronic Specialties Co. reviews tran- 
sistorized lights, utility lights mounted 
on collapsible stands with two or three 
flags as optional equipment, and _ barri- 
cades. These items are basic to plant 
security and accident prevention pro- 
grams. 
Circle No. 116 on reader service card 


Wheel guards: Whatever type of port- 
able grinder your company uses, Mor- 
rison Products Co. has a guard to fit it. 
The firm’s catalog points out that all 
guards comply with safety codes, are 
strong, yet lightweight, and do not re- 
strict work output. 
Circle No, 137 on reader service card 


Deluge showers: The new Lifesaver 
shower, described in Speakman Co.’s 
Catalog No. S-100, instantly sends forth 
a soft, swirling deluge of water to wash 
the body and clothing free of contami- 
nants. The catalog also describes Speak- 
man eye and face wash fountains. 
Circle No, 60 on reader service card 


Vision screening: A bulletin from Key- 
stone View Co. reports you can slash 
compensation insurance premiums 20 to 
30 percent by screening workers’ vision. 
The firm backs up its claim with case 
histories and offers to analyze premium 
reduction possibilities of your plant. 
Circle No. 53 on reader service card 


Safety grating: For safe footing under 
even the most adverse conditions ard for 
long wear, Bustin safety grating is your 
best buy, according to literature from 
Bustin Steel Products, Inc. The new 
bulletin stresses the necessity for top 
quality to provide workers needed pro- 
tection. 
Circle No, 45 on reader service card 


Work platform: The new Reynolds 
Televator is an all-aluminum work plat- 
form which can be raised and lowered 
through pushbutton control. One man can 
operate it. Reynclds Televator Corp.’s 
brochure cites 14 major attributes for 
the product, lists prices, specifications, 
and dimensions of various models. 
Circle No, 37 on reader service card 


Flame-retardant clothing: Mount Ver- 
non Mills, Inc., offers a free copy of its 


booklet entitled “Technical Facts About 
Mount Vernon Safety Fabric,” which 
describes the company’s fire-retardant 
fabric as having high strength, tear and 
abrasion resistance, softness and flexi- 
bility. 

Circle No, 70 on reader service card 


Lens cleaner: K-Lens-M cleans lenses 
with a modern liquid method, Wilkins 
Co. literature reports. The company 
offers a free sample and a 30-day trial 
offer. Other products in the line include 
lens cleaning cabinets, lens tissues, anti- 
fogging stations, and antifogging liquid. 
Circle No. 30 on reader service card 


Safety hats: Stronger, safer, feather- 
light, felt-hat comfortable—those are the 
words Apex Safety Products uses to 
describe its safety hats and caps. The 
company’s wide selection, described and 
illustrated in its new bulletin, features a 
new kind of suspension which cuts 
suspension weight 30 percent. 
Circle No. 36 on reader service card 


Solvents: In its new bulletin, John B. 
Moore Corp. offers to tackle any cleaning 
and degreasing problem in your shop. 
The firm offers engineering assistance 
and on-the-job demonstration of its 
solvent. 

Circle No, 81 on reader service card 


Safety shoes: Dressy safety shoes and 
engineer’s safety boots are featured in 
literature offered by Dorsey Safe-T-Shoe 
Co. The boots offer extra protection. 
They have corrugated steel shanks in 
addition to steel box toes. 

Circle No, 136 on reader service card 


Safety films: International Film Bureau, 
Inc., gives you a rundown on its library 
of industrial safety films in a new bro- 
chure. You're sure to find one or several 
films in this collection to strengthen the 
weak spots in your accident prevention 
program which crop up from time to 
time. 
Circle No. 130 on reader service card 


Entrance control device: An electro- 
magnetic security scanner manufactured 
by Card-Key System, Inc., gives you 24- 
hour entrance control of dangerous or 
restricted areas. It can be used on any 
door, gate, entrance, or exit. Company 
literature tells how it works. 
Circle No. 49 on reader service card 


Safety messages: Safety education and 
promotion depend for their effectiveness 
on attractive, eye-arresting presentation. 
Salescaster Displays Corp. literature de- 
scribes how the firm’s Safety-casters use 
light, color, and continuous motion to 
enhance your safety messages. 
Circle No, 72 on reader service card 


Skin cleaner: Vi-Lan, a folder from 
Dameron Enterprises, Inc., tells us, 
keeps workers’ hands and faces free 
from dirt and germs. The product is con- 
tained in a handy dispenser. Your choice 
of four popular types and sizes. 

Circle No, 48 on reader service card 





a 
PROTECT 


S -vour 

HEARING! 
iT CAN NOT 
BE 
REPLACED 





Today industrial noise 
is robbing you of thousands of 
dollars without your realizing it 
and is also harmful to your 
employees. 


Continuous employee exposure to 
this noise can often result in 
hearing loss, mental depression, 
low morale and inefficiency, 
causing production slow-up and 
lost profits. Straightaway Ear 
Protectors are scientifically de- 
signed to give you attenuation 
with comfort, thus increasing 
efficiency and production. 


Why take chances? Use David 
Clark “‘over-the-ear” protection 
against damaging noise which is 
both hazardous and costly. Write 
for free brochure describing 
David Clark Ear Protectors. 


® 
e 4 


U.S. Pat. No. 2899683 


Visit our Booth 
No. 311 at the 
National Safety 

and Ex- 


.. Chi 
—Oct. 1620. 


DAVID CLARK CO. 
INC. 
360 PARK AVE. 


WORCESTER, MASS. 


Circle No. 12 on reader service card 
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= ture, humidity, noise, and vibration. has been with the firm 12 years. ... 


He’s also working on the development New director, advertising and public 
NAMES IN THE NEWS ; 


of supports and restraints to protect 

x ate the body during acceleration loads. 

people * companies * aspaciations Dr. Lombard previously was director 

of research and development at Pro- 

tection, Inc., a division of Mine 

Dr. Charles F. Lombard, a leading Safety Appliances Co., Los Angeles. 

authority on protective clothing 

equipment, has joined Northrop Arthur R. Karstaedt moves up to 

Corp.'s Advanced Research Center in sales promotion manager at Willson 

Hawthorne, Calif. His duties will in- Products Division, Ray-O-Vac Co. 
clude study and development of en- Reading, Pa. 

vironmental control garments to Karstaedt will 

enable astronauts to survive changes nate Willson’s 

in atmospheric pressures, tempera- 


In his new assignment, 

develop and coordi- 

° es A. Karstaedt T. Young 

national advertising 

and sales promotion programs. He : ie ae. 
I Ae relations, for Walter Kidde & Co., 

Belleville, N. J., is Truman Young. 
He was formerly advertising and 
sales promotion manager. 





Roger F. Mather has been ap- 
pointed director of Mine Safety Ap- 
pliances’ newly established research 
and engineering division. This marks 
a centralization of all basic and ap- 


J. C. Carey R. F. Mather 


plied research, product development, 
and engineering ... Joseph C. Carey 
is the new sales manager of The Mc 
Kay Co., Chain Division. He suc- 


iat i i ceeds Rowland Erving, who becomes 
Reliable, Versatile, Economical director of the newly created market 
research department. 


At Ansul Chemical Co.’s fire school, 
by NOTIFIER members of the Navy’s Antarctic fire 
This is COMPLETE INSTANTANEOUS fire protection for municipal and 
industrial use by NOTIFIER—the nation’s foremost manufacturer of ftre 
detection and notification devices. 

This is the last word for fire protection and security control for commercial 
facilities, factories, institutions and military installations. 


® PYYCCTTCTT TT TT INSTANTANEOUS ACTION IN CASE OF FIRE: 
e NOTE?’ “There's “a t brights 
* future for qualified people ¢ Fire is discov- Lights indicate Person reporting fire, 
eselling, installing and ser-« ered, alarm alarm box number. by phone, gives fire 
evicing NOTIFIER | sys- station door Fire apparatus department full details 
stems. NOTIFIER aloo : opened, phone dispatched to concerning — 
sneeds qualified engineers ¢ lifted, alarm scene of fire and 
sto work with architects $ sounds at alarm simultaneously, 
Sand specifying engineers né 


headquarters 
olf you're interested and * console auto 


sthink you can qualify,, matically 
eWrite sending full resume « 
T aranietimamanenn msltacte Ler ; e 

ie = brigade received training from Ansul 
instructors in the latest firefighting 


techniques . . . Mort Daniel, sales 
BS Leesa mete) ie). 7 wale), | 


cae representative, will cover Colorado, 
F 3716 North 56th St Lincoln, Nebraska 
Sor Engineering File 


in Swee 
No" Are’ hitectural 
File 


Refer to our catalogs nie Further AR Write Today! 





continued on page 26 
Circle No. 13 on reader service card 
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NEW 


V.L. 


BY THE MAKERS OF 


BOSTONIANS 


Iron Age, always the leader in style and value, leads 
again. Pictured here is a sparkling new safety oxford 
inspired by Jron Age designers. To assure the highest 
quality the manufacturer of famous Bostonians is 
making them exclusively for us. 

Any man would be proud to wear these safety shoes 
any time, anywhere. They have the style, the comfort 
plus the superior leathers and fine details you and 
your people expect from a nationally known name 


brand. And they offer the protection of sturdy, trim, 
new 300 tapered steel toe caps. 

Iron Age custom crafted safety shoes, made by Bos- 
tonian, are the answer to your problem of building 


Ps 





coverage among office people and supervisors who on 
occasion must enter the plant. 

Ask your Iron Age representative for a showing of 
our new style 900. We hope he can write your stock 
order. Iron Age Division, H. Childs & Company, Inc., 
Pittsburgh 12, Pennsylvania. 


Circle No. 14 on reader service card 














FROM 
| THE 

MOST 
RUGGED 
m. BOOT... 
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H996... Rugged 8” Chemical Boot with 
black rosite (water-repellent leather) 
upper and black Resist-Oil sole 

and heel. 









...TO THE 
SMARTEST 
PRESS «4 
OXFORD aw 


H315 ... Hy-Test’s newest—Black Gold, Soft 
Grain Executive Oxford, Resist-Oil Hy-Flok 
sole and no-mark heel. See it at the Show! 

Delivery: January...Place your order now. 








Like a Silent Guardian, 
Hy-Test Fills the Need 


Whether your men need the protection of a rugged chemical-resistant boot 
like the H996 or a smart executive dress oxford like the H315, HY-TEST 
SAFEty SHOES are the answer . . . Because Hy-Test makes SAFEty SHOES 
for every type working condition—the only SAFEty SHOES with the famous 
Anchor Flange Steel Box Toe plus built-in comfort features for SAFE, easy- 
going wear all day long. Like a silent guardian, Hy-Test’s research staff 
constantly watches over the changing protective footwear needs of every 
industry and develops new types of SAFEty SHOES whenever necessary. 
That's why Hy-Test is always able to offer a complete and up-to-date line 
of SAFEty SHOES for protection against all foot hazards, on and off the 
job ... HY-TEST SAFETY SHOES, Division, International Shoe Com- 


pany, 1509 Washington Ave., St. Louis 66, Mo. . . . 2224 N. Tenth St., 
Philadelphia 33, Pa. 


+i Y- TE ST esr cline 


NATIONAL 


Safety SHOES | tives tosins ten 





NOW HAVE THE LONGEST RANGE AND HIGHEST PRESSURE 
OF ANY DRY CHEMICAL UNIT MANUFACTURED. 











portable units, 


The largest portable line manufactured ha ne hy a ammeta 
from 3-4-5-10-15-20-25-30 ibs. and com- 
bination units, dry chemical and water on 
wheeled dolly and pullit wheeled unit 
stored pressured within the pressurized 
powder chamber. No extra nitrogen bottle 
with added weight — 150 and 250 pound 
sizes, can be mounted without wheels for 
Fire Trucks. 


ABSOLUTELY SAFE—Can be used on any 
blaze—even on persons afire! NON-TOXIC 
—Powder is medically pure. No dangerous 
gases, no choking fumes. NON-ABRASIVE 
— Won't stain or damage materials or 
equipment. NON-CONDUCTOR — Can be 25 LB. UNIT 
used on electrical fires. ELIMINATES RE- ON DOLLY 
FLASH — Insulating residue on hot sur- 
faces and liquids prevents re-ignition. PRO- é 

















TECTS THE OPERATOR — Powder cloud 
forms a protective heat shield, allowing 


: - Apa : me 
closer approach for effective fire fighting. 25 LB. DC AND 2': GAL. > —— 
WATER UNIT ON DOLLY 


























pullit wheeled unit 











Creators of Stored Pressure Dry Chemical and Water Units. 


herr No. 15 on reader service card Circle No. 16 on reader service card Circle No. 17 on reader service eee of 








You get 


Protection-PLUS 
in 
Bausch & Lomb 


HARD HATS AND CAPS 


Best possible protection ... PLUS “soft hat” com- 
fort with no hat-wobble or top-heavy feeling. It’s a 
breeze to adjust sure contour-fit suspension to any 
head size. Full line: fibre-glass, aluminum, electri- 
cal, in full range of colors. 


Hi 7 ms 

















BAUSCH & LOMB 
SAFETY 
PRODUCTS 


You get 
Protection-PLUS 
in 


Bausi mb 


QUIET-EAR” PROTECTORS 


Protection from harmful, fatiguing, discomforting 
high frequency noise . . . PLUS soft sure-fit com- 
fort. Weigh only 12 ounces. Replaceable sponge 
cushions surround ear lobes. Universal fit. 


eS 





Protection-PLUS 
in 
Bausch & 


SAFETY GLASSES 


Engineered for fullest protection . . . PLUS smart good looks, 
and comfort. Ophthalmic qualities exclusive with Bausch & 
Lomb ... PLUS extra economy: with B&L interchangeability 
you can mix or match fronts, temples, side shields throughout 
the line; a real advantage in large or small inventories. 


Safety directors by the 
thousands have seen this 
spectacular demonstration 
of Bal-SAFE lens toughness. 


You get 


Protection-PLUS 
in 


B au 


| OAT ira = 
Bal-SAFE LENSES 


Protection .. . PLUS more protec- 
tion! Bal-SAFE lenses have an 
average of 6 times the impact re- 
sistance required by the U. S. 
Bureau of Standards. Plano or pre- 
scription ground to fit individual 
workers’ needs. 





You get Protection-PLUS 
when workers’ vision is 
adequate 


Employees with “eyes right for the 
job” have fewer accidents, produce 
more and better, are happier on 
their jobs. Let a B&L representative 
demonstrate how the B&L 
Ortho-Rater provides a vision 
program guaranteed to keep all eyes 
right for the job. Thousands of 
firms have found it profitable! 





You designed it, Mr. 
Safety Man! A brand new 
line of safety glasses that 
incorporates all the best 

of the best in protection, 
economy, and worker 
preference. See them at 
the 49th Safety Congress. 
BAUSCH & LOMB 

BOOTHS 51, 52, 53 


You get 
Protection-PLUS 
in 
Bausch & Lomb 


\ 


BAUSCH & LOMB ‘. 


SAFETY GOGGLES a Protection-PLUS 


Safety Products 


Protection ... PLUS comfort . . . PLUS economy. 
You can switch retainer rings, cover plates, lenses, 
straps—even eyecups, throughout the B&L line of 
chippers’ and welders’ goggles and plate holders to 
keep equipment in tip-top condition. 





ALABAMA 


Birmingham ....Bausch & Lomb 
Huntsville Bausch & Lomb 
Mobile Bausch & Lomb 


ARIZONA 
Phoenix 
ARKANSAS 


Fort Smith 
Little Rock 
Pine Bluff 


CALIFORNIA 


Alameda Jenkel-Davidson Optical 
Bakersfield ....Bausch & Lomb 
Berkeley Jenkel-Davidson Optical 
Burlingame ....Jenkel-Davidson 
Optical 

Bausch & Lomb 
Bausch & Lomb 
Huntington Park Bausch & Lomb 
Long Beach ....Bausch & Lomb 
Los Angeles ....Bausch & Lomb 
Dickson Safety Products 

Halco Supply 

B. W. Nutt Co. 

Modesto Martin's Optical Service 
Monterey Bay Cities Optical Co. 
Monterey Park Charles E. 
Morton Co. 

...Bay Cities Optical 
Jenkel-Davidson Optical 
Mann Optical Co. 

Palo Alto Jenkel-Davidson Optical 
Richmond Jenkel-Davidson 
Optical 

Sacramento ....Bausch & Lomb 
Jenkel-Davidson Optical 
Precision Optical 
Bausch & Lomb 
Jenkel-Davidson Optical 
Santa Ana Bausch & Lomb 
San Bernardino Sterrett Optical 
San Diego Bausch & Lomb 
San Francisco ..Bausch & Lomb 
Jenkel-Davidson Optical 

San Jose Jenkel-Davidson Optical 
San Mateo Jenkel-Davidson 
Optical 
....Jenkel-Davidson 
Optical 

Bausch & Lomb 
Jenkel-Davidson Optical 
.Jenkel-Davidson Optical 
D & H Optical Co. 


Bausch & Lomb 


Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 


Fresno 


Oakland 


Salinas 


San Rafael 
Stockton 


Vallejo 
Ventura 
COLORADO 
Colorado Springs Bausch & Lomb 
Denver Bausch & Lomb 
Grand Junction . . Darnell Optical 
Greeley Bausch & Lomb 
Pueblo Bausch & Lomb 
CONNECTICUT 
Fairfield Fairfield Optical 
Laboratories 
Hartford Bausch & Lomb 
Portland Corey Optical 
Waterbury . .Connecticut Optical 


DELAWARE 

Wilmington ....Bausch & Lomb 
DISTRICT OF COLUMBIA 
Washington ....Bausch & Lomb 
FLORIDA 

Daytona Beach . .Bausch & Lomb 


FLORIDA (Cont'd) 


Ft. Lauderdale ..Bausch & Lomb 
Jacksonville ....Bausch & Lomb 
Miami Bausch & Lomb 
Orlando Bausch & Lomb 
St. Petersburg ..Bausch & Lomb 
Sarasota Bausch & Lomb 

Bausch & Lomb 


GEORGIA 


Albany 
Atlanta 


Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 


Bausch & Lomb 
...Western Optical 
Western Optical 


Idaho Falls . 
Twin Falls 
ILLINOIS 
Carbondale 
Champaign 
Chicago 


Bausch & Lomb 
Jones Optical 
Bausch & Lomb 
New Era Optical 
Palmer Optical 
Standard Safety Equipment 
Danville Jones Optical 
Peoria ....White-Haines Optical 
Quincy Bausch & Lomb 
Rock Island ....Bausch & Lomb 
Rockford Bausch & Lomb 
South Chicago ..Bausch & Lomb 
Springfield White-Haines Optical 
INDIANA 
Elkhart White-Haines Optical Co. 
Evansville Bausch & Lomb 
Ft. Wayne Reese Optical 
Indianapolis .....White-Haines 
Optical 
South Bend White-Haines Optical 
Terre Haute White-Haines Optical 
IOWA 
Cedar Rapids .. 
Clinton 
Des Moines ... 
lowa City 
Marshalltown 


.Bausch & Lomb 
Bausch & Lomb 
. Bausch & Lomb 
Bausch & Lomb 
N. P. Benson 
Opt. Co., Inc. 


Waterloo Bausch & Lomb 


KANSAS 
Pittsburgh 
Wichita 
KENTUCKY 
Louisville 
LOUISIANA 
Baton Rouge ...Bausch & Lomb 
Lake Charlies ...Bausch & Lomb 
New Orleans ...Bausch & Lomb 
Shreveport Bausch & Lomb 
MAINE 
Portland 
MARYLAND 
Baltimore Bausch & Lomb 
Cumberland White-Haines Optical 
Salisbury Berks Optical 


MASSACHUSETTS 


Bausch & Lomb 
Bausch & Lomb 


.White-Haines Optical 


. .Bausch & Lomb 


Bausch & Lomb 
Bausch & Lomb 


Malden Bausch & Lomb 


Call or write your nearest supplier 
for complete information. 


MASSACHUSETTS (Cont'd) 


Quincy Bausch & Lomb 
Springfield Bausch & Lomb 
Worcester Bausch & Lomb 


MICHIGAN 


Ann Arbor White-Haines Optical 
Battle Creek White-Haines 
Optical 
Phoenix Optical 
White-Haines Optical 
Phoenix Optical 
Wallace Optical 
White-Haines Optical 
..N. P. Benson Optical 
Phoenix Optical 
White-Haines Optical 
Grand Rapids . . .Phoenix Optical 
White-Haines Optical 
Ironwood ..N. P. Benson Optical 
Lansing Phoenix Optical 
Midland ...White-Haines Optical 
Huron Optical Co. 
Phoenix Optical 
White-Haines Optical 
MINNESOTA 


Albert Lea . 
Brainerd 

Duluth .... 
Mankato 
Minneapolis ... 


Bay-City 


Detroit 


Escanaba 


. Benson Optical 
. Benson Optical 
. Benson Optical 
Bausch & Lomb 
. Bausch & Lomb 
. Benson Optical 
. Benson Optical 
Rochester . Benson Optical 
St. Paul Bausch & Lomb 
Thief River Falls ..N. P. Benson 
Optical 
Winona ...N. P. Benson Optical 
MISSISSIPPI 


Hattiesburg 
Jackson 


MISSOURI 


Kansas City ....Bausch & Lomb 
0. H. Gerry Optical 

Bausch & Lomb 

Pulmosan Safety Equipment 


MONTANA 


Billings ...N. P. Benson Optical 
Butte ...Treasure State Optical 
Great Falls ....Bausch & Lomb 

N. P. Benson Optical 
Kalispell Bausch & Lomb 
Miles City .N. P. Benson Optical 
Missoula Treasure State Optical 


NEBRASKA 


Fremont 
Grand Isiand 


New Ulm ..N. 


. .Bausch & Lomb 
Bausch & Lomb 


Bausch & Lomb 
...Bausch & Lomb 

Bausch & Lomb 

Bausch & Lomb 
Scottsbluff N. P. Benson Optical 
NEVADA 
Las Vegas Western Optical 
Western Optical 
NEW HAMPSHIRE 
Concord Northeast Opt. Co., Inc. 
NEW JERSEY 


Barrington 
East Orange 


Wilkie Optical 

. .E. H. Notte Safety 
Appliances 

....All Scientific Supply 
Bausch & Lomb 
Safeguard Industrial Equipment 
Standard Safety Equipment 
Trenton Bausch & Lomb 
Vineland Vineland Optical 


NEW MEXICO 
Albuquerque 
Roswell 

NEW YORK 
Albany 


Linden 


...Bausch & Lomb 
Bausch & Lomb 


Bausch & Lomb 
Kaiser-Fowler Optical 


NEW YORK (Cont'd) 


Binghamton Platt & Wren Optical 
Bausch & Lomb 
Winchester Optical 
Hicksville, L. |. .Bausch & Lomb 
Horseheads .Winchester Optical 
Hudson Bausch & Lomb 
Jamestown Bausch & Lomb 
New York City ..Bausch & Lomb 
Olean Winchester Optical 
Rochester Bausch & Lomb 
Schenectady Kaiser-Fowler 
Optical 
Bausch & Lomb 
Bausch & Lomb 
NORTH CAROLINA 
Asheville 
Charlotte 
Fayetteville 
Greensboro 
Lumberton 
Raleigh 
Wilmington 
Wiison 
Winston-Salem 
NORTH DAKOTA 
Bismarck ..N. P. Benson Optical 
Dickinson .N. P. Benson Optical 
Bausch & Lomb 
Bausch & Lomb 
..N. P. Benson Optical 


Syracuse 


Bausch & Lomb 
Bausch & Lomb 

City Optical 

. ..Piedmont Optical 
. .Lumberton Optical 
Bausch & Lomb 
City Optical 
Bausch & Lomb 

. .Bausch & Lomb 


Williston 
OHIO 
Akron .. 
Cincinnati 
Cleveland 


. .White-Haines Optical 
White-Haines Optical 
White-Haines Optical 

Columbus .White-Haines Optical 

Dayton ...White-Haines Optical 

Findlay ...White-Haines Optical 

Lima White-Haines Optical 

Lorain Reese Optical 

Mansfield 

Marietta Reese Optical 

Marion ...White-Haines Optical 

Springfield White-Haines Optical 

Toledo ...White-Haines Optical 

Youngstown White-Haines 

Optical 

Zanesville .White-Haines Optical 

OKLAHOMA 

Oklahoma City ..Bausch & Lomb 

Bausch & Lomb 

OREGON 

Bausch & Lomb 
Klamath Falls ..Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 
Industrial Air Products 
Bausch & Lomb 

PENNSYLVANIA 
Bethlehem ..W.H. Price Safety 
Equipment 

Chambersburg ...Martin Safety 

Erie Bausch & Lomb 

Harrisburg Bausch & Lomb 

Johnstown . .Keller-Irwin Optical 

Lancaster Bausch & Lomb 

Berks Optical 
Berks Optical 
Berks Optical 
. .Philadelphia Optical 


Lebanon 
Lewistown 
Meadville 
Philadelphia ...Bausch & Lomb 
Industrial Products 
Philadelphia Optical 
Pittsburgh Beitler-McKee Optical 
Precision Optical 
White-Haines Optical 
Berks Optical 
Berks Optical 
Bausch & Lomb 
Berks Optical 
Reading Optical 
Sunbury ...Philadelphia Optical 
Uniontown Berks Optical 
Washington White-Haines Optical 


Pottstown 
Pottsville 
Reading 


PENNSYLVANIA (Cont'd) 


Wilkes-Barre ...Bausch & Lomb 
Williamsport .. Freeman Optical 
Winchester Optical 
Bausch & Lomb 
SOUTH CAROLINA 
Charleston 
Columbia 
Greenville 


SOUTH DAKOTA 


Aberdeen ..N. P. Benson Optical 
Huron ....N. P. Benson Optical 
Rapid City .N. P. Benson Optical 
Sioux Falls Bausch & Lomb 


TENNESSEE 


Chattanooga .. 
Kingsport 
Knoxville 
Memphis 
Nashville 


TEXAS 


Amarillo Bausch & Lomb 
Corpus Christi Littlepage Optical 
Dallas Bausch & Lomb 
Dal-Tex Optical 
Bausch & Lomb 
....Bausch & Lomb 
Houston Bausch & Lomb 
San Antonio ....Bausch & Lomb 
Dietz-McLean Optical 

Bausch & Lomb 


Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 


. _Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 


El Paso 
Fort Worth 


Western Optical 

Salt Lake City Allied Distributing 
Corp. 

Bausch & Lomb 

Kedman Company 

VERMONT Western Optical 


Burlington Bausch & Lomb 
Northeast Opt. Co., Inc. 
White River Junction ..Bausch & 
Lomb 

VIRGINIA 
Bausch & Lomb 
Bausch & Lomb 
Bausch & Lomb 
...Bausch & Lomb 
Bausch & Lomb 


Petersburg 
Richmond 
Harrisonburg 
Roanoke 
WASHINGTON 
Bausch & Lomb 
Safety & Supply Co. 
Bausch & Lomb 
Walla Walla ....Bausch & Lomb 


WEST VIRGINIA 

Charleston White-Haines Optical 

Huntington White-Haines Optical 

Parkersburg White-Haines 
Optical 

.White-Haines Optical 


WISCONSIN 
Appleton Bausch & Lomb 
Beloit N. P. Benson Optical 
Eau Claire N. P. Benson Optical 
Fond du Lac ....Bausch & Lomb 
Green Bay Bausch & Lomb 
La Crosse . .N. P. Benson Optical 
Madison Bausch & Lomb 
Milwaukee Bausch & Lomb 
Stevens Point ....N. P. Benson 
Optical 
..N. P. Benson Optical 
...N. P. Benson Optical 


WYOMING 
Casper 


Wheeling 


Superior 
Wausau 


Bausch & Lomb 
Western Optical 
CANADA 


Montreal 
Toronto 
HAWAII 
Honolulu 


Bausch & Lomb 
Bausch & Lomb 


. .Welding & Industrial 
Products 


BAUSCH & LOMB 





GLOBE LEADS THE WAY AGAIN...WITH THE 





edalelde)-4e-] osm Oleltiad-t) m= \s) ae em Or-Ladels mE Ola 


Here’s the TWO-CYLINDER resuscitator created 
especially for quick-action respiratory emergencies. 
The Compact II provides approximately an 

hour and a half of resuscitation even in 

areas of very limited accessibility. 


From Globe’s Research and Development Department comes 
the latest concept in light weight resuscitation equipment. 

The Compact Il easily passes The Globe a II, including the two medical th 
through openings as small as 12 inches. cylinders, weighs only slightly more than conventional one 
cylinder models and requires only a fraction more space. 
All components, including the cylinders, are mounted on 
a single rigid plate with both side and top carry handles 

. and ready for instantaneous use 


THE HEART OF ANY RESUSCITATOR IS THE WORKING HEAD 


The Compact II includes the 
Seeler valve which was designed 
by the U. S. Air Force to be the 
ultimate in reliability and versatil- 
ity in handling all types of com- 
mon and uncommon breathing 
emergencies with safety and max- 
imum effectiveness. 

See the unique Compact I! and the 


complete line of Globe resuscita- 
tion and breathing protection 
equipment at the 49th Annual Na- 
tional Safety Congress, Booth 168 





We invite comparison. See Globe before you purchase any resuscitation or breathing protection equipment. 
GLOBE INDUSTRIES, INC., 125 Sunrise Place, Dayton. Ohio— Distributors in all principal cities 
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WATCHEMOKET 


WATCHEMOKET {3%23 SAFETY EQUIPMENT 


SAVERS 


TUC-AWAY 
and 
VISOR-TUC 


Lightweight, comfortable. Replaceable, shatter-proof 
lenses with integral side shields. Adjustable Retrax ** 
temples; universal nose bridge. Integral over-eyes 
visor. Write for Bulletin 601 


SOFT VINYL 
FRAME 


Fits over all glasses. Stac-Vent prevents fogging. 
Patented metal lock bar makes lens* changing easy. 
Write for Bulletin 604 


RAPIDO 


Retrax** temples, universal nose bridges. Spread-end 
frame for easy lens replacement. Available with or 
without side shields. Accommodates glass, plastic or 
prescription safety lenses. Write for Bulletin 606 


CHEEPEE 


Lightweight, close fitting, comfortable one-piece pro- 
tection. Optically correct clear or medium green ace- 
tate lens. Write for Bulletin 609 


*HEAVY IMPACT ACRYLIC LENSES 

Won’t pit, splinter or shatter. Resist chemicals, even some 
that etch glass. Green lenses filter out 96-100% of harm- 
ful ultra-violet rays. Finer, clearer, optically correct, 
guaranteed no distortion. Impax lenses exceed Fed. Spec. 
for “drop ball” and “drop needle” tests, provide light- 
weight, comfortable protection. 
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METHASPEC 


Fits everyone — even over most prescription glasses. 
Adjust temples, lens angle for greater safety and com- 
fort. Write for Bulletin 609 


RESP-R-AID © 


Pat. Applied for 


Barely an ounce; over 50 square inches filtering area 
protection against nuisance dusts, sprays, mists, pollens 
and non-toxic fumes. Washable — replaceable — 
comfortable. Write for Bulletin 6012 


WELDING 
GOGGLE 


Opaque, black, soft vinyl frame. Replaceable SOMM 
Fed. Spec. filter lenses protected by inside and outside 
lenses. Stac-Vent ventilation. Write for Bulletin 608 


OPT 
ee 
**RETRAX TEMPLES 


Tele 
Lock 


plast 


DOING NEW THINGS WITH PLASTICS FOR BETTER 
EYE AND RESPIRATORY PROTECTION IN INDUSTRY 


WATCHEMOKET OPTICAL COMPANY, INC. 


232 West Exchange St., Providence 3, R. |. * Throughout Canada: Levitt-Safety Limited 
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KNOW YOUR 
SYMBOLS 


ee 


XL Bus Duct by BullDog 


This symbol stands 
for bus duct 


Assures maximum plug-in safety— 


cuts costly power loss! 


This symbol stands 


for QUALITY 


XL BUStribution® Duct by BullDog puts plants ahead 
in both protection and power distribution efficiency . . . 
a fact proved daily in hundreds of today’s most modern 
industrial facilities. 

Safest to plug in! XL Duct and Plugs are designed to 
work the safe way only! Plug hooks easily onto duct, 
freeing the worker’s hands to complete electrical plug- 
in. Foolproof dead-front safety is assured by Butyl 
insulation that encloses the entire length of each alumi- 
num bus bar. Plug-in doors can’t close on live contacts. 
And plugs can’t be inserted or removed when in the 





“ON” position. Result—maximum protection for people, 
property and production! 

Cuts power loss! XL Duct delivers power more 
efficiently than any other duct for two reasons: (1) low 
heat loss; (2) proximity of bus bars that minimizes 
voltage drop, cuts current loss down to as little as half 
that of other duct systems. 

XL Duct is also four ways easier to install. For 
detailed information about XL Duct or BullDog BD 
plug-in duct, LO-X® plug-in duct and LO-X feeder 
duct, call the nearby field representative or write: 


BullDog Electric Products Division, 1-T-E Circuit Breaker Company, Box 177, Detroit 32, Mich. In Canada: 80 Clayson Rd., Toronto, Ont. Export Division: 13 East 40th St., New York 16, N.Y; 


BULLDOG ELECTRIC PRODUCTS DIVISION 


(if) -T-E CIRCUIT BREAKER COMPANY 
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00999—6” black, all-rubber work shoe. Sponge 
00263—Plain toe amber-colored boot. Roll top insole. Yellow tip, binding and laces. Steel toe 
binding. Leather laces. Neoprene wedge sole box. 6-12,13. 
and heel. Leather-lined steel toe box. D, EE 6-12. 


are our new 
safety shoes 


that look like 
safety shoes 


00288—Fully insulated. Quilon®-tanned (water 
and chemical-resistant). Cushioned insole. Fully 
leather-lined. Oil-resistant white wedge Neo- 
crepe sole and heel. Leather-lined steel toe box. 
D, EE 6-12. 


™ 00262—8-inch straight tip black boot. Storm 
welt. “Ruff-neck” cord-grip sole and heel. 
Leather-lined steel toe box. D, EE 6-12. 


See the whole line at The National Safety Show, 
Circle No. 21 on reader service card 
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00710—Smooth black leather laceless oxford. 
Elastic side gores for snug fit. Neoprene heel. 
Butyl-leather outsole made to military specifica- 
tions. Leather-lined steel toe box. C 7-12, D, E, 
EE 6-12 (Also available in brown—00760) 


00629—Inside, from toe to heel, a deep, soft 
innersole of foam cushioning. Like walking on 
air.Neoprene heel. Buty! leather outsole. Leather- 
lined steel toe box. C 7-12, D, E, EE 6-12 (Also 
available in brown—00681) 


and here are 
our new 


safety shoes 
that don't 





00960—Casual-styled, lightweight oxford. Rug- 


/ 00765—Hidden elastic gore makes it easy to slip 


on and holds foot snugly. Neoprene crepe sole 
and heel. Leather-lined steel toe box. D, E 6-12. 


ged brushed pigskin finish. Neoprene Nitro- 
crepe sole and heel. Leather-lined steel toe box. 
D 6-12, E 6-12. 


(Also available in oyster color—00764) 


For details of Thom McAn’s sales plans, illustrated list 
of safety shoes and setof safety posters, writeThom McAn 


Safety Shoe Division, 25 W. 43rd St., New York 36, N.Y. hom 


Booth 118, Hilton Hotel, Chicago, October 16-20, 49th Annual National Safety Congress. 
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POSITIVELY 


NO ADMITTANCE 


EXCEPT ON BUSINESS 





“Wite today for ovr 


ircle 
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ment. 


d accident-p 
Usually the 





NOTICE}! 


PRIVATE 
GROUNDS 


KEEP OFF 











Names in the News 


continued from page 12 





Wyoming, New Mexico, and north- 
west Nebraska, according to Granet 
Corp. He will service this area only 
through industrial jobbers and dis- 
tributors. 


Richard G. Babbitt, vice president 
—sales, Medical Supply Co., will at- 
tend the symposium on emergency 
resuscitation, rescue breathing, and 
closed chest cardiac massage in 
Stavanger, Norway. Leading author- 
ities on this subject from 15 countries 


R. G. Babbitt Cc. Turner 


will attend . . . Red Wing Shoe Co. 
has named Cy Turner as head of its 
newly formed Safety Wing Safety 
Shoe Division. In addition to sales, 
Turner will also direct product re- 
search and development. 


Edwin H. Curran has been named 
sales manager of /ndustrial Products 
Co. and its subsidiary, 7PCO Safety 
Products Co. He takes over the sales 
management duties held by Roger W. 
Shipman, vice president, who con- 
tinues to direct planning. 


E. B,. Robb E, H,. Curran 


Edward B. Robb is Hy-Test Safety 
Shoes division of International Shoe 
Company newest sales representa- 
tive. Robb covers the State of New 
York from offices in Syracuse. For- 
merly, he was with U. S. Safety Serv- 
ice Co., and prior to that, spent a 
number of years in the shoe business. 








Wy 


A more generously sized neoprene glove . . 


- unequalled for both flexibility and grip 


To the safety director dissatisfied 
with ordinary neoprene gloves 


Neoprene gloves have long been specified for many jobs be- 
cause of their all ‘round resistance to oils, acids and solvents, 
and to abrasion, snagging and heat. Fabric gloves coated with 
neoprene have widely replaced unsupported rubber because 
of their lower cost and better protection from snagging. 


Edmont provides today’s most advanced type of neoprene 
glove. Coated with an exclusive compound with special addi- 
tives, this “Neox” glove has the greatest flexibility and safest 
grip of any smooth neoprene coated glove. 


Edmont’s close quality control and 100% inspection assure 
you the same wear and hand protection in every pair. Their 
more generous hand size also makes them easy on and off. 

The result: Neox has replaced ordinary neoprene, rubber and 


plastic coated gloves in numerous plants at 40% to 70% 
savings, and with better protection to employees’ hands. 


FREE TEST OFFER TO D & B LISTED FIRMS: Clip this form to your 
letterhead. We will send correct gloves for on-the-job com- 
parison. Edmont Inc., 1244 Walnut Street, Coshocton. Ohio. 
In Canada, Edmont Canada Ltd., Cowansville, Quebec. 


Operation 


Oil, Solvent or Chemical 


Temperature Extreme 


Problem: Grip Dexterity 
Chemical action 


Cutting 
> satisfaction 


=dmont a 
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One man wore these two shoes on the 
job for 60 days. Look at the difference! 


ORDINARY 
LEATHER 


“LIVING “0 
LEATHER’ 
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Lehigh has the world’s only safety shoes in amazing LIVING LEATHER, the revolutionary new leather that actu- 
ally stays newer-looking, soft and supple, 5 times longer than ordinary leather! And LIVING LEATHER is natural 
leather, it “breathes”! Lehigh Safety Shoes in LIVING LEATHER resist wrinkling, scuffing, staining, stretching. 
And you know about the famous Lehigh Safety Toe. For the best in safety, styling, comfort and value, look to 
Lehigh, the lowest-cost safety insurance you can buy. Lehigh Safety Shoe Company, Emmaus, Pennsylvania. 


MAKE YOUR OWN DEMONSTRATION OF AMAZING ‘LIVING LEATHER’! 
SEE THE DIFFERENCE YOURSELF! VISIT THE LEHIGH EXHIBIT AT THE NATIONAL 
SAFETY CONGRESS, BOOTHS 87-88, HOTEL CONRAD HILTON 














ORDINARY LEATHER 
scuffs, stains, 
scrapes, strains, 
bends, buckles, 
stretches, unstitches, 
grows “old” 

before its time! 


“LIVING LEATHER” 
stays newer-looking 
500% longer! 
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WINTER 
LINERS 


As safety men, abreast of the market, 
you know that this year it’s easy to find 
Winter Liners selling at lower prices 
than those made by Bullard. Chances 
are you expected us to offer a competi- 
tive line of cheap liners. The fact is, we’ve 
done just the opposite. This new line 
of dark green Bullard Winter Liners 
is actually better and more costly 
to produce. The fine quality of each 
detail in their fabrication is assurance 
your Winter Liner investment is pro- 


#70-EL-33 #70-EL-50 


DRILL WINTER LINERS 


tected ... that you'll get at least double 
the life from Bullard Liners. Examine 
one closely. Every seam is lock stitched 
... they can’t unravel. All outside fab- 
rics are extra heavy water repellent drill 
. .. lined with pre-shrunk, flame resist- 
ant fleece. 


This is why when matched against any 
price competition we can say with cer- 
tainty that Bullard gives you two Win- 
ter Liners for the price of one. 


#70-WL-1K #70-WL-2K 


KNIT WINTER LINERS 


Made of dark green, pre-shrunk, heavy duty drill that is 
water repellent and fire resistant. Top quality flannel lining 
is pre-shrunk. These liners are extra long to protect wear- 
er’s neck. All fittings are plastic. #70-EL-33 fastens with tie 
cords and #70-EL-50 with elastic chin strap that has plastic 
hook and eye. Available in three sizes: 


Small 6% -6% Medium 7-7% Large 7%-7% 


Write for price lists E. DD. BULLARD COMPANY 
SAUSALITO, CALIFORNIA 


Made of dark green Orlon, these stretch-on knit liners fit 
snugly over the head. #70-WL-IK, Staker’s type, fits over 
neck and ears. #70-WL-2K is an extra light weight liner. 
May be used in conjunction with heavier liners. 

Both are 
Bullard 


exclusive 





ll 


( GULLARD) 
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For 9 out of 10-— 


they’re THE PAIR TO WEAR! 


SAVE FITTING TIME — REDUCE INVENTORY 


NIEW, 


NL *720S-SELL-FIT with 
Side Shields,in 
Flesh or Green Frames 


OTHER POPULAR SELLSTROM SAFEGUARDS 


700 Series 711 “Duo-Tone” 50 S s & 
Plastic Frame Safety Glasses Plastic Frame Safety Glasses 100 & 100S ‘‘Guest-Goggies 


SEE US! NATIONAL SAFETY SHOW, OCTOBER16t020 — BOOTHS 1328133 


SELLSTROM MANUFACTURING CO. 


248 South Hicks Road * Palatine, Illinois 
SERVING SAFETY SPECIFICALLY SINCE 1923 


Circle No. 26 on reader service card 


October 1961/Occupational Hazards/31 





NEW 
ALL-PURPOSE 


extinguishers 


Now...U.L. and F. M. approved 
for all classes of fires! 


Now you can safely, effectively fight all classes of 
fire—A, B and C—with a single type of extinguisher! 
These revolutionary new ALL-PURPOSE Dry 
Chemical Extinguishers carry the highest Under- 
writers’ Laboratories “ABC” ratings ...are also 
approved by Factory Mutual. They provide the 
most powerful three-in-one fire protection ever of- 
fered in a single extinguisher! The 30 Ib. model 
(U.L. rating 4-A, 20-B, C) packs fire-killing power 
equal to two Soda Acid extinguishers (rated 2-A) 
plus one conventional Dry Chemical extinguisher 
(rated 20-B, C)! 

All-Purpose ABC rated extinguishers expel a new 
patented “Formula S” powder* which reacts 
chemically upon contact with all classes of fire. 
Powder is transformed into a strong fire-retardant 
coating that virtually eliminates re-flash in deep- 
seated wood and other Class A fires, including 
rubber! Free-flowing, non-toxic, non-abrasive 
“Formula S” is equally effective on burning liquids 
(Class B) and electrical fires (Class C). 


Smothers Class A Smothers and cools 
fires with an Class B flammable 
insulating cover... liquid fires! 
prevents re-ignition 
flashback 


Smothers Class C 
electrical fires... 
will not conduct 
electricity! 











Available in 20 and 30 Ib. sizes, featuring easy squeeze- 
grip operation . . . no annual recharge. Order today from 
your distributor! Look in the Yellow Pages under “Fire 
Protection Equipment.” Or write to The Fyr-Fyter Com- 
pany, Dayton 1, Ohio. 


Branches: Atlanta, Baltimore, Boston, Chicago, Dallas, Dayton, 

Detroit, Los Angeles, New York, Newark, Philadelphia, Pittsburgh, 
la Portland, Rochester, San Francisco, Toronto (Ontario). 

Representatives and Distributors in all principal cities. 


rad | SEE THESE EXTINGUISHERS 
AT BOOTHS 146-149 
NATIONAL SAFETY CONGRESS 
*M. i h hate treated with a silicon resin. 


ta v 
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Kimball’ 


Latest Improvement in 
Safety Spectacles 


Model ACM 23-A 





This new safety spectacle with reinforced 
plastic frame incorporates the best features of both 
metal and plastic affording light weight, strength 


and comfort. Positive lens retention is assured and 


Note how neatly the spectacles fit into 
our handsome plastic pocket-clip case. 


OTHER KIMBALL SAFETY PRODUCTS ste, ‘ , ; ; 

EYE PROTECTION: original KIMBALL wire mesh side shields that in- 
Spectacle Goggles, Welding Goggles, 
Composition Goggles, Sideshields. 

HAND PROTECTION: : ‘ a : 
GLOVES: Welder’s, Asbestos, Steel Stitched. Made im: Gaye SEP Gae and five sunt Sale 
MITTENS: Welder’s, Asbestos, Steel Stitched. widths. Available with either skull or riding bow 

nage magne Cimnniiaaailiid: Cittinn temples. Your choice of flesh or smoke color. Clear 
LEGGINS and SPATS: Leather, Asbestos, 
Flameproofed Cotton. 


oct Leather, Asbestos, Flameproofed This is the newest in the complete KIMBALL 


lenses are easily replaced by removing one NYLOK 


screw. This model is available with or without the 


sure greater safety and improved ventilation. 


or tinted lenses ground to your prescription if desired. 











line of safety spectacles and goggles. 


* 
iImbzall SAFETY PRODUCTS COMPANY 


= 9310 Wade Park Avenue - Cleveland 6, Ohio 
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Standardize on Sight Savers as a basic part of your eye 
safety program. Order from your safety supply distributor. 


Dow Corning CORPORATION 
MIDLAND. MICHIGAN 
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More silicones! 

Sight Savers® have a higher 
silicone content than other tis- 
sues. They’re completely soaked 
in silicones (on both sides) for 
greatest cleaning and polishing 
action. 


Best size! 

Years of experience have proved 
Sight Savers to be exactly the 
right size for most efficient 
cleaning. No wasted paper. 


Universally preferred! 
Millions of eyeglass wearers are 
already loyal users of nationally 
advertised Sight Savers. And 
Sight Savers are endorsed by 
many leading opticians. 


Government approved! 
Sight Savers meet Federal Gov- 
ernment Specification UU-P- 
313c for lens cleaning tissues. 


Efficiently dispensed! 


Sight Savers Cleaning Stations 
provide the easiest way imag- 
inable to put greatest eye safety 
at everybody’s fingertips: They 
deliver one Sight Savers tissue 
at a time; They’re sturdy — 
all-steel construction — easy to 
install anywhere; Require no 
maintenance; Refillable before 
empty ; Fool-proof, pilfer-proof; 
And their attractive blue and 
gold design blends with any 
decor in plant or office. 


Note: If you use 
PLASTIC 
eyewear- 
specify 
RAYON 

SIGHT SAVERS 


GUARANTEED NOT TO SCRATCHI 











**More than ever, a 
strong civil defense 
program is vital to the 
Nation’s security. Today, 
civil defense is of direct con- 
cern to every citizen.”” 
—President John F. Kennedy 





Occupational Hazards 


the magazine of if@ustrial safety - fire protection +» housekeeping 
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May 25, 1961 


Industry 


SINCE THE Days of the Biblical prophets, “Armaged- 
don” has stood for ultimate disaster. 

Two months after he spoke of the need for a strong 
civil defense program in a message to Congress, Presi 
dent Kennedy addressed the Nation about a possible 
Armageddon: the Berlin crisis and what it could mean. 

That was July 25. 

The next day, an OccuPATIONAL HAzarps editor 
arranged to see Virgil L. Couch in Battle Creek. Couch 
is director of the industry office of the Office of Civil 
Defense, U. S. Department of Defense. 

When the Battle Creek meeting took place August 


Plan for Armageddon 


2, another editor already had reported on what went 


on at the Eastern Training Center of the old Office 
of Civil and Defense Mobilization, Manhattan Beach, 
N. Y. A third editor visited Washington, talked with 
Red Cross headquarters there. 

We talked long by phone with, and got written state- 
ments from, leaders in industrial security and rescue 
work, We conducted a mail survey of industrial firms 
across the United States, to learn their reaction to the 
President’s demand for a better plan to meet Arma- 
geddon. Another survey covered the governors’ offices 
in all 50 States. 


Armageddon Includes Natural Disasters 


GOVERNOR Ropert B. MEYNER of New Jersey pointed 
to an often overlooked reason for industry to be in- 
terested in civil defense. He said, in an executive or- 
der issued March 31, 1960: 

“It is essential that adequate measures be taken to 
safeguard the lives and welfare of all who work in 
industrial plants, to prevent damage to and destruc- 


tion of such plants, and to maintain therein the pro- 
duction necessary for our national security.” 

The proclamation established as binding on every 
New Jersey “factory, workshop, mill or place, employ- 
ing 50 or more persons, where the manufacture of 
goods of any kind is carried on,” a new set of regu- 


continued on next page 
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Plan for Armageddon 
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lations for industrial disaster control. The regulations 
require that manufacturers with fewer than 50 em- 
ployees name executives to “integrate plant protection 
‘activities with the local civil defense and disaster con- 
trol authorities.” 


Disaster includes storm and flood 


While Federal law set up the national civil defense 
organization chiefly to train people to meet the threat 


of a wartime Armageddon, industry frequently misses 
the fact that this training is as valuable in times of 
flood, explosion, windstorm, fire, and other common 
disasters as it is in the face of nuclear attack. 

New Jersey has not missed this point. Its indus- 
‘rial disaster control plan includes planning for “any 
disaster, or the imminence thereof, resulting from na- 
tural or unnatural causes other than enemy attack.” 
It states bluntly, “Our ability to wage war or combat 
disasters rests largely on our industrial plants and their 
skilled workers.” It outlines in detail how public and 
private agencies and industry must work together to 
keep disaster losses at a minimum. 

Few States have comparable binding rules. But 
that’s no reason why plants everywhere can’t prepare 
for the fires, the storms, the floods, that often leave 
factories and entire communities looking as though 
Armageddon already had come. 


Armageddon Includes Radiation Hazards 


— 


THREE KINDs of radiation result from the explosion of 
a nuclear weapon: alpha and beta particles, and gamma 
rays. 

The particles may be dangerous if they get into your 
food or water. But alpha particles won’t go through 
the skin, and beta particles won’t penetrate heavy cloth- 
ing. 

Gamma rays, which drive through almost anything, 
are the biggest danger. 

The chart at the right shows what probably will take 
place if you’re exposed for a short time to different 
amounts of gamma radiation. Emphasize that “prob 
ably.” The length of your exposure, your own physi- 
cal condition, will determine what the exact effects of 
the radiation will be. 

Gamma radiation drops in intensity as time passes. 
This process is called radioactive decay. In the case 
of radiation from nuclear weapon fallout—radioactive 
matter left by the actual explosion to drift back to 
earth-—_the decay proceeds quite fast. If, for example, 
gamma radiation measures 800 roentgens an hour only 
3% hours after a weapon blast, it will measure barely 
80 roentgens an hour a day later. 

A roentgen is a unit universally adopted to measure 
an exposure dose of gamma or X-ray radiation. The 
rate of the exposure dose is shown in roentgens per 
hour. It’s likely that if you got an exposure dose of 
400 roentgens over several months the radiation would 
hurt you far less than it would if you got the same 
dose in an hour or a day. 


Here’s what you can do about it 


The Ohio Power Co., Canton, Ohio, has held three 
courses so far, and plans additional ones, on gamma 
radiation hazards and how to keep the utility lines op- 
erating in case of a nuclear attack. Each course has 
four 3-hour sessions. Employees learn about the effects 
of radiation, how to protect themselves and equipment 
against it, how to measure its intensity with Geiger 
counters and other meters. 
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As a public service, the utility conducted a very simi- 
lar course for civil defense people in Stark and neigh- 
boring counties. (Canton is in Stark County.) The 
company’s own safety and engineering departments 
provided the instructors. 

Unfortunately, not many companies have awakened 
enough to the dangers of a nuclear Armageddon to 
copy this Ohiv example. 


What Will Gamma Radiation Do? 
Short-term whole- 


body exposure, in 
roentgens 


PROBABLE EFFECT 





No 
0-100 obvious 
effects 





t Minor 
100-200 incapacitation 





Sickness and 


200-600 some deaths 





; Few 
OVER 600 survivors 








THESE ARE the probable acute effects of gamma radiation on 
people. They’re the results of short-term, whole-body exposure. 
Long-term effects, like shortened life span, lessened resistance 
to disease, possible genetic changes, aren’t considered. 





Armageddon Demands Trained People 


“WE BELIEVE,” Max L. Spray told us, “that all indus- 
tries, large or small, whether located in cities, outlying 
industrial parks, or rural areas, should consider or- 
ganization of an emergency unit if they do not have 
such organized and trained squads. Even a plant with 
only a few employees should have some people with 
first aid training.” 


FREQUENT DRILLS like this, involving practice rescue, first 


keep plant emergency squads ready for any coming Armageddon 


executive director of the International 
Rescue & First Aid Association, Alexandria, Va. The 
association is made up of community and industrial 
first aid and rescue teams from all over the United 
States and Canada. 

“When an accident or other major emergency occurs 
in an industrial plant,” Spray went on, “time is of the 
essence for beginning rescue and first aid work. Trained 
people, immediately available in the plant, often mean 
the difference between life and death for the injured, 
or for those stricken suddenly with illness while at 
work. 


Spray is 


“Most industries, regardless of size, have safety 
programs. Those supporting organized rescue and first 
aid units in their plants gain improved safety records 
as well as a group of properly trained workers who, 
with pride in their roles, render direct service to fel 
low employees and their employers.” 


Any special training scheduled? 


We asked if President Kennedy’s address to the 
Nation on July 25 led to any unusual flurry of activity 
in the association. 

“Tt is my personal opinion,” Spray said, “that Presi- 
dent Kennedy’s emphasis on civil defense, his placing 
of certain civil defense responsibilities in the Depart 
ment of Defense, with the Office of Civil and Defense 


] 


and activities, 
stresses that ‘it is later than you think.’ ”’ 

But no—the association so far has not staged a spe- 
cial drive for members or for fast training of new 
industrial emergency squads. Why? For two reasons: 
(1) The association, as Spray put it, “is continuously 
engaged in promoting expansion of organized rescue 


Mobilization continuing current new 


ind firefighting, are essential t 


and first aid.” (2) Any decision about a change of 
program must be made by the board of directors at the 
association’s annual held in Roanoke 
next month. 


meeting, to be 


Government training costs little 


So far, no indication has come from Washington 
that important changes will be made in the civil de- 
fense training program for industry. At Manhattan 
Beach, N. Y., at Alameda, Calif., and at Battle Creek, 
Mich., courses apparently will continue—courses in 
which representatives of industry learn to teach their 
people back home how to prepare for major emer- 
gencies. The courses now may be paid for by the De- 
partment of Defense rather than by the independent 
Office of Civil and Defense Mobilization, but they will 
go on. 
These courses, tuition-free and with exceptionally 
low board-and-room charges, come in a wide variety 
of kinds and lengths. 


Some last only a day or so; 
others take a full week. 


They provide textbooks and 
other literature, classroom discussion with 
practical rescue and first aid training. Some courses, 
when enrollment justifies, are carried to the field—as 
happened in August, when Virgil Couch, for the new 
Office of Civil Defense, conducted a session in plant 


combine 


continued on next page 
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protection for a group of professors at State College, 
Pa. 

The U.S. Bureau of Mines offers specialized rescue 
and first aid courses for quarry and mine workers. 
Local Red Cross and, in Canada, St. John’s Ambulance 
chapters are glad to teach plant workers the latest first 


aid methods. There’s very little reason for not having 
your people trained and ready for emergencies—for 
whatever kind of Armageddon lies ahead. 

During World War II, we had time to train first 
aid crews, air raid wardens, and other at-home defense 
forces. Come another war, and we'll have possibly an 
hour’s warning before the rockets fall. 

Red Cross records show a marked increase in the 
frequency of disastrous storms and floods over the last 
10 years. These disasters plagued areas never before 
touched by destructive wind and water. 

When alerts sound, it’s a little late to get an un- 
trained emergency squad prepared for action. 





Hurricane Carla put a real jolt in our question: 


Are You Prepared for Armageddon? 


ion IF your plant is like 
Occupational most of the 150 we 
Hazards surveyed in early 
Reader Report August, its manage 
ment paid no formal 


reaction, despite the fact that some builders of 
fallout shelters reported an increase of 300 per- 
cent in orders as a result of the Berlin crisis. 

We shall tell you more about our survey and 
its results in a later issue. Now, we summarize 

attention to the Presi- the answers to 6 of 11 questions we asked. The 
dent’s urgent call for an improved industrial civil plants we queried were handpicked for two rea- 
defense program. sons : 

A few companies, we learned during our call at 
Battle Creek, asked the Office of Civil Defense 
for quantities of promotional literature. Some 
said they were ready to spend millions, if neces United States, to avoid the effects of past regional 
sary, to protect their workers. emphasis (or lack of it) on industrial civil de- 

We suspect our survey shows a more typical fense. 


& We wanted opinions from companies that 
represented many different industries. 
& We wanted opinions from all parts of the 


REPLIES IN PERCENTAGES 
Dow't 
Yes No Know 
1/ Do you have a good idea of the emergency services needed at you 
plant in the event of a nuclear attack? 


2/ Does your plant have a disaster plan? 


3/ Did President Kennedy’s speech result in your plant discussing or 
formulating such a plan? 


4/ Does your plan or proposed plan call for 
Fallout shelters ? 
First aid supplies ? 
Rescue equipment ? 

Protective clothing? 
Rations of food and water? 
Radiation meters or film badges : 


5/ Can your regular disaster plan be patterned to cover emergen 
services needed in the event of attack? 


6/ Does your community. have a mutual aid association? 
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GOOD COMMUNICATIONS like these, that tie together 
plants and public agencies for fast handling of emergencies, 
are vital to successful mutual aid programs. 


Armageddon Calls 
for Mutual Aid 


U.S. ARMED Forces have had men working with in- 
dustry for a number of years, to encourage the growth 
of existing and the setting up of new mutual aid 
organizations. 


S. A. Anthony, Jr., president of the National Insti- 
tute for Disaster Mobilization, Inc., told us: “A sound 
corporate preparedness plan contains certain vital ele- 
ments: continuity of management, recovery and _ re- 
habilitation, employee and community coordination, in- 
dustrial mutual aid . 


Since Anthony has been associated with industrial 
disaster plans and with civil defense work for many 
years, and since members of his organization include 
some of the largest industrial companies in the world, 
we were particularly interested in his comments. 


W hy did he think as he did? Why do the Armed 
Forces encourage mutual aid? Because only through 
organization, cooperative planning, and purchase of 
adequate equipment can industry be reasonably sure 
it can protect itself against natural disasters or military 
attack. 


Mutual aid groups bring together equipment no one 
company could afford. They maintain trained fire- 
fighting, rescue, and first aid squads. And they go to 

’ k > ¢ lv the eT strac They’ > 
wor instantly when emergency strikes. ley re 
ready for Armageddon ! 


Armageddon Calls for State Cooperation 


“RECENT YEARS,” said S. A. Anthony, Jr., speaking 
as president of the NIDM, “have clearly demonstrated 
that no plant or community is fully immune to disasters 
New hazards in peacetime and war require specialized 
attention. While insurance helps alleviate the finan 
cial aspects of disasters, effective disaster planning 
strengthens the capabilities of plants to cope with and 
recover from the effects of disasters which might 
otherwise be catastrophic for many. Management can 
no more afford to neglect such planning than it can 
avoid adequate insurance coverage. 

“Military procurement offices are increasingly inter 
ested in the development of such plans as essential to 
the fulfillment of contracts. With the Defense De 
partment’s assignment of major operational respons! 
bilities for civil defense at the national level, it may 
be assumed that increased emphasis will be placed on 
industrial civil defense.” 


Is your State ready for disaster? 


Is this increased emphasis on industrial civil defense 
likely to affect the States? We queried all 50 gov 
ernors to find out. 

A good many reported having civil defense plans 
drawn up a number of years ago. Only a few seemed 
really proud of their existing programs. One—New 


Jersey, already mentioned—had a thorough industrial 
disaster plan that was separate from, but tied in with, 
its civil defense program. The New Jersey plan com- 
mended these steps to plant management: 

1. Get in touch with local civil defense agencies, 
which have “pooled information and invaluable guid- 
ance” available. 

2. Survey your plant to locate possible wartime 
hazards and lessen or eliminate them. 

3. Provide rescue and welfare services, shelters, 
ample first aid equipment. 

4. Protect essential records carefully, or send dupli- 
cate records somewhere else. 

5. Enlist the help of employees by setting up a joint 
labor-management committee for industrial disaster 
control. 

The New Jersey plan stresses the fact that indus- 
try must protect itself. “In the event of enemy attack 
or disaster,” says the introduction to the plan, “de- 
pendence could not be placed on outside aid because 
civil defense and community protective services would 
probably have more calls than they could handle.” This 
kind of realism is not often found so publicly and so 
officially stated. 

It is a kind of realism that leads us back to S. A. 
Anthony of the National Institute for Disaster Mo- 


continued on next page 
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bilization. At the time we talked with him, we had 
no results from our surveys of plants and States. But 
we still wondered how he felt about industrial manage- 
ment’s attitude toward what New Jersey calls a “self- 
protection program” and what he himself calls ‘“indus- 
trial preparedness.” 


Think of preparedness as insurance 


“In the past,” Anthony said, “management has 
looked upon preparedness and disaster control pro- 
grams as an expenditure to be undertaken if excess 
funds and manpower were available or if the programs 
were forced on it, or as a generous public service ac- 
tivity. Such programs are now being considered in the 
same light as insurance, or as safety and fire prevention 
programs.” 

If management is changing its attitude toward self- 
protection programs, if it is growing more concerned 
with a possible Armageddon, the change certainly needs 
to be encouraged. It can be encouraged largely by pres- 
sure from State and other local governments. As our 
plant survey indicated, Federal pressure may be a con- 
versation piece at home, but it certainly is not—up to 
this point, at least—in company board rooms and ex- 
ecutive suites. Federal pronouncements and planning 
are necessarily too general to have much effect on the 
Joker Manufacturing Co., which has no plants outside 
Fourche Junction, Ark. 

This is one of the things that make State reaction 
to the President’s demand for a stronger civil defense 
program so important. The detailed plans, often run- 
ning into many volumes of text and large-scale maps, 
that are required to provide the best possible protec- 
tion for people and property must be developed on 
local and State levels. And cities aren’t likely to do 
much planning unless their State governments de- 
mand it. 


Here’s an example of what’s needed 


Suppose you have a plant in the Davenport-Moline- 
Rock Island area. Two States are involved: Iowa and 
Illinois. Two rivers, the Mississippi and the Rock, 
come together at the southwest edge of your metropoli- 
tan community. Only two highway bridges cross these 
rivers. Three major railroads and a switching line 
serve the district. At least five city governments and 
two counties must be considered. There are two air- 
ports and an air park, under separate managements. 
A giant arsenal on an island between Rock Island and 
Davenport, and a large variety of industries, make the 
area a worthwhile target. Tornados and floods have 
struck in the past, and you must expect more in the 
future. More than 200,000 live in the community. 

If you lay your own plans without regard for all 
these other factors, you’re in trouble. When disaster 





strikes, you may have temporary shelters, first aid 
stations, some firefighting equipment. But will you 
have enough? If you want to get your people away 
from a possible nuclear blast, where do you send them ? 
If you need more firemen, rescue teams, police pro- 
tection, where can you get them? 

Plans for mutual aid take a lot of doing. Every 


industry, every possible shelter, every emergency 
traffic route, must be noted and assigned specific places 
in an overall pattern. City, county, and State must 
work together to be certain the community, not single 
parts of it, will have the best protection and the best 
means of rehabilitation after disaster that can be ar- 


ranged. 


Armageddon Requires Fallout Shelters 


Basic IN the program called for by the President is an 
idea recommended by the old Office of Civil and De- 
fense Mobilization: Survey the Nation for possible 
fallout shelters; build more shelters—fast! 

The main reason for this, said Virgil Couch, head 
of the industry office of the new Office of Civil De- 
fense, is that shelters are the most practical means 
of protecting people yet devised. 

Couch wasn’t talking about blast shelters. Nor was 
the President. These are fallout shelters that are un- 
der discussion. You might as well try to move all in- 
dustry a hundred feet below ground as try to build 
enough shelters that would withstand nuclear explo- 
sions. 


The Atomic Energy Commission, through work of 
men like Francis L. Brannigan, nuclear safety special- 
ist, and men like Robert L. Corsbie, deputy assistant 
director, has developed fallout shelter standards. Civil 
defense authorities adopted them. Now, architects and 
engineers can get complete printed guides to shelter 
construction for industry and home. 

The standards go into so much engineering detail 
they can’t be repeated here. Get them from the Office 
of Civil Defense, U.S. Department of Defense, Battle 
Creek, Mich. They will go far toward telling you if 
your plant has existing areas that are acceptable for 
conversion into shelters. Just any basement or hole 
in the ground won't do. 





With this kind of shelter .. . 


Aboveground parts of low buildings: 
houses, stores, offices, light factories..... 

Partly exposed basements of small 1- and 
2-story buildings; ground floor central 
areas of 1- and 2-story buildings with 
heavy masonry walls 

Unexposed basements of small 1- and 2- 
story buildings; upper floor central areas 
(except top floor) of large, high buildings 
with light outside walls and floors....... 

Basement fallout shelters for frame and 
brick veneer houses; central areas of 
partly exposed basements in high buildings 
or of upper floors (except top floors) of 
large, high buildings with heavy walls and 
floors 

Basement fallout shelters for heavy masonry 
houses; unexposed basements of high 
buildings 

Approved underground shelters; subbase- 
ments of high buildings; mines; tunnels. . 





... you have this 
protection factor 


50 to 250 


250 to 1,000 


1,000 or more 


Essential Shelter Factors 


Allow at least 12 square feet for 
each person in a well-ventilated fall 
out shelter. You can crowd this 
space during the first 24 hours after 
a nuclear attack, then move some 
of your people to other areas. 








The protection factor shows the amount of reduction in 
gamma ray radiation you would receive in a shelter, com- 
pared to the amount you would receive in the open air. 
The protection factor may increase if the shelter building 
is itself sheltered by other structures or by hills. 


Provide these facilities: bunks, ven- 
tilation, at least 1 gallon of stored 
water for each person, a nearby well, 
a power supply, a chemical or flush 
toilet for every 70 people, wash 
containers, paper towels, food, fire 
extinguishers, cooking equipment. 
Food supplies should include pow- 








dered or condensed milk. 
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Virgil L. Couch, 

Director, Industry Office, 

Office of Civil Defense, 

U.S. Department of Defense, here 
tells what steps you 

should take to protect your 

plant and your workers from disaster 
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What Can You 


PLANNING FoR civil defense or wartime emergencies 
for an industrial plant is not a luxury; it is good in- 
surance. 

No plant is immune to catastrophe. Emergency ac- 
tion plans, therefore, should be ready to meet all eventu- 
alities—both peacetime and wartime hazards. With an 
emergency plan well thought out and put on paper, a 
company is much more prepared to have competent, 
trained men carry out an established procedure in han- 
dling an emergency than it would be if a frantic effort 
were made to bring order out of chaos during and 
after a catastrophe. 

The steps which industry should take, and which 
constitute the National Program for Industry Defense 
and Survival, follow. 


1/ Get in touch with the local civil defense di- 
rector. It is his job to coordinate emergency plan- 
ning among departments of local government and 
to guide and help industry in preparing for civil 
defense. 


' Establish company and plant leadership respon- 
sibility for disaster preparedness by appointing 
corporate and plant civil defense coordinators. 


/ Select representatives from various departments 
of the company to serve as advisory committees 
at both company and plant levels. They assist in 
developing a disaster plan. 


' Send the civil defense coordinators and members 
of the advisory committee to the course in industry 
defense conducted by the Industry Office of the 
Office of Civil Defense. 





THESE MEN HELP DETERMINE what your part in preparation for Armageddon is. ‘Vhev 
met at Battle Creek August 2, the day an OccupATIONAL HAzarps editor was there to talk 
to the author of this article. Their purpose: to get first-hand information on Office of Civil 
Defense facilities with an eye to reorganization under the terms of a Presidential order requir 
ing a step-up in the agency’s practical operations. Left to right: Adam Yarmolinsky, special 


assistant to the U.S. Secretary of Defense; Joseph Romm, J. 


Robert Luftis, and Nils A. 


Lennartson, on Yarmolinsky’s staff; Dallas M. Barr, named acting head of the Battle Creek 


office on August 1. 


Do To Help Industry Survive? 


5 


Issue appropriate policy statements and adminis- 
trative directives to establish the disaster control 
program. 


' Organize and train small groups of employees in 


offices and plants for specialized emergency serv- 
ices: firefighting, rescue, policing, first aid, chem- 
ical and biological defense, radiological monitoring. 
The framework of any effective disaster control 
organization is already in existence in most in 
dustrial plants, where fire brigades, guard services, 
rescue teams, first aid, and welfare groups have 
been established. The civil defense organization 
should not replace the normal plant protection 
organization. Instead, the existing forces should 
be enlarged to meet large-scale disaster more effec- 
tively. These specialized groups can serve as aux- 
iliaries to the local government. 


Arrange to receive air raid warnings and to send 
them on quickly to employees. 


Establish a control center and communications sys 
tem. 


Develop emergency shutdown procedures. 


Plan for evacuation. Arrange for employees to 
move out of the plant. Cooperate with local gov 

ernment in planning this movement to safer lo- 
cations outside your city or to the employees’ own 
home shelters. 


Provide shelters for employees. Survey existing 
structures to find, mark, and adequately stock 
shelters which will provide protection from radio- 


active fallout. New shelters should be constructed 
where necessary. Improve existing structures by 
protective construction. 


Establish a plant security system to prevent sabo- 
tage and espionage. 


Provide emergency protection against the effects 
of delayed or unconventional weapons. 


Join with other plants in the neighborhood to set 
up an industrial mutual aid association. 


Plan for continuity of each important company 
function. Require each department head to work 
out ways to continue his tasks during and follow- 
ing attack. 


Assign emergency jobs to each department head 
and to employees. 


Plan for continuity of management. Name an 
executive replacement for each key position. 


Amend corporate by-laws and regulations to in- 
sure that managers have the legal authority to 
act in times of emergency. 


Establish alternative corporate and plant head- 
quarters, at points outside critical target areas, 
where executives may assemble and carry on com- 
pany operations during and after attack. 


Designate employee reporting centers where em- 


ployees may get help following attack. 


continued on page 47 
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AT THE DISASTER SCENE, a Cleveland Red Cross field worker ra- 





~ 


dios his report to network headquarters, located in a bomb shelter at Cleve- 


land Twist Drill Co. (center). 


Cleveland industry 

gave time and effort to 
help the Red Cross mold a 
disaster plan for the 
whole community. 

What have you done 

to strengthen your local 
chapter’s program? 


Tornabos, hurricanes, floods, and explosions can leap 
right out of the headlines and into your lap any time. 
An international crisis could boil over and make target 
areas of our industrial cities. 
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Red Cross Stands 


What kind of shape is your plant in to meet a 
disaster? From whom can you expect help? How 
much are you and your colleagues in industry con- 
tributing in time, money, and effort to strengthen com- 
munity disaster planning? What preparations have you 
made to diminish human casualties and property dam- 
age? 

In this troubled era of violent weather and high- 
powered political tension, you must use every resource 
at your disposal, must be ready for whatever comes. 

Your local Red Cross chapter has pros on its staff 
from whom you can learn plenty. An OccUPATIONAL 
Hazarps editor called on the Cleveland chapter to 
learn how it was set up to meet disasters. 


Communications most important 


“Communications is the single most important factor 
when disaster strikes,’ William A. Shay, director, 
disaster services, told us. 

This chapter has strengthened its communications 
system substantially in the last 8 years. A tornado 
twisted through Cleveland in 1953, did millions in 
property damage as it hopscotched about the city. In 
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begin to convert a neighborhood school into a Welfare Center (mockup 
leeping 


at right). Centers are equipped with canteens, first aid stations, even s 


quarters for disaster victims 


Ready If Disaster Strikes 


its wake, police, fire, Red Cross, and civil defense flags so that field workers know at a distance whether 

workers agreed they might have made a good job better they can use a vehicle to send a message. 

if they had been able to get word around among them Ham operators in the Greater Cleveland area are 

selves more quickly. adding to the Red Cross communications setup by con 
Radio and television engineers volunteered their structing 33 walky-talkies for use in the field. 

skills. They designed a closed net circuit, placed trans 

mitters and receivers in Shay’s office, at civil defense, Teams vary with their purpose 

police, and fire department headquarters, and at the 

local weather bureau station. Through a click of a Shay estimates a Red Cross team can get to any 

switch, any one of the five agencies can broadcast a Cleveland area disaster within 20 to 25 minutes of the 

occurrence. 


message to the others. 
Red Cross disaster teams vary in size. A full-fledged 


The network control station is in a bomb shelter on 
Cleveland Twist Drill Co. premises. Newspapers, disaster might require as many as 200 field workers. 
radio, and TV monitor this closed circuit so they can The workers are divided by assignment into three 
spread the word to the public in a hurry in the event groups: survey workers, first aiders, and communica- 
of an emergency. tions people. Surveyors find out what’s happened, 

One hundred and ten ham radio operators—mem what’s needed. Communications people on the scene 
bers of the American Radio Emergency Corporation- transmit this information to Red Cross headquarters 
also have volunteered skills and equipment to the Red and to the three auxiliary chapter offices throughout 
Cross in the event of emergency. Five of these ham the metropolitan area. First aiders work under doctors 
operators can reach areas beyond northern Ohio. They at the scene. The Cleveland chapter has 100 first aiders 
act as radio relay stations, passing along warnings trom who have had advanced training. All told, Greater 
other States. Many Red Cross vehicles have radio and Cleveland has 700 trained Red Cross workers. 
telephone units. Those with radios fly communications continued on next page 
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The Cleveland Academy of Medi- 
cine organized to mobilize doctors 
and nurses quickly in an emergency. 
It set up a roster of doctors by 
area, organized medical teams to 
cover every neighborhood. When 
disaster strikes, doctors and nurses 
are alerted. A local cab company 
picks them up immediately. Cabs 
are speeded on their way by police 


cars which run interference through 
city traffic. The academy notifies all 
hospitals to expect disaster victims. 
Each hospital has a written disaster 
plan. 

Next month, the Cleveland Acad- 
emy of Medicine, Civil Defense, and 
the Red Cross will hold a full day’s 
drill—‘Operation Know-How.” It 
will involve a simulated explosion 
on the campus of Western Reserve 
University, will test hospitals on 
their handling of mass casualties. 

Observers at the drill will be able 
to get a reading on Red Cross Wel- 





- OWan KENS co. 


Incorporated 


Cortland 3, N. Y. 


Circle No. 30 on reader service card 
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fare Centers. These are buildings, 
schools for the most part, which can 
be converted into shelters on short 
notice. There are 275 scattered 
about the Cleveland area, staffed by 
trained volunteers during emergen- 
cies. They can be equipped in short 
order with canteens, first aid sta- 
tions, even sleeping quarters. 


No strings to help 


Shay told us there were two 
phases to every disaster : 

& The emergency, during which 
Red Cross workers in the field pro- 
vide food, clothing, shelter, and 
medical care on a mass basis. 

& Rehabilitation, which requires 
a Red Cross case worker to get de- 
tails on the victim’s circumstances, 
work out a plan for his recovery, 
and submit the plan to a citizens’ 
advisory committee for approval. 
The Red Cross provides this serv- 
ice for individuals and for one-man 
or one-family businesses, but not 
for large corporations. So, although 
your plant may not be included 
the rehabilitation plan, your em- 
ployees may. 

They should know that the Red 
Cross deals in meeting essential 
needs. The victim is expected to 
use whatever resources he has 
savings or insurance, 
—to make a comeback. 

There are never any strings at- 
tached to Red Cross aid. It is a 
gift from the American people, 
whose contributions provide all 
Red Cross operating revenue. 

The Red Cross disaster worker 
deals individually and confidentially 
with each family in developing the 
family’s recovery plan. He merely 
recommends help. The citizens’ ad- 
visory committee, a representative 
group of people in the community, 
decides what will be done. 


for example 


Industry helps always 


The Cleveland chapter is no 
stranger to industry. Industrial 
leaders are prominent on many local 
Red Cross committees. Key men in 
plants earn first aid instructors’ 
certificates, then return to their 
plants and conduct classes for other 
workers. The blood donor plan now 
includes all major Cleveland plants 
and many small ones. 





Yet much remains to be done. 30/ Urge employees to prepare / Tell stockholders about the 
“Industry should strengthen its their families and homes for company civil defense plan — 
rescue programs,” Shay said. “Too both wartime emergencies and give them the details. 
many plants are solely dependent natural disasters. Teach them 
on police, fire, and outside rescue how to prepare. Let the public know you have 
agencies in an emergency.” © ® a civil defense plan for your 
Develop plans for quick company and for each plant. 
emergency employee training 
following attack. This train- Help the community civil de- 
What Can You Do? ing may be required due to fense and survival planning 
drastic changes in the com- efforts. Sponsor special pub- 
pany. Some employee groups lications. Persuade company 
may become surplus labor, people to serve as volunteer 
while other groups urgently advisors in developing the 
need more workers. community plan. © @ 
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21/ Protect vital company records 
and documents by duplication 
and safe storage. 





Develop emergency financial 
procedures. 


Plan for emergency repair and 
restoration following attack. 


Decentralize critical produc- 
tion so that the manufacture 
of a vital item is not limited 
to one location. 


Disperse new industrial plants. 


Establish a system to assess 
and report damage quickly to 
authorities. 


Put the corporate and civil de- 
fense plans in writing. Pre- 
pare disaster plan manuals. 





Teaching workers 
Distribute civil defense liter- 
ature regularly. Several types 
are available free from the Of- 
fice of Civil Defense: a civil 
defense wallet card, a bulletin 
on family fallout shelters, a 
pamphlet on protection against 
fallout, a “Handbook for Emer- 
gencies,” and a pamphlet called 


—with a Detex Guardsman Watchclock System 


“Firefighting for Household- If it’s true that most of us stay honest because of the fear of getting caught—the 
ers.” There's even a leaflet on Guardsman rates as America’s No. 1 mechanical conscience. @ Alone in your 


“Emergency Sanitation at 


- Ls empty plant, will your guard succumb to the temptation to sleep and skip rounds? 
Home.” Many local civil de- 


fatee eutbaritios providle.-fiee Or will he be alert for a dozen hazards that can cause trouble, perhaps disaster? 
literature of their own, pin @ The Guardsman works both ways. If your guard's integrity is questioned, its 
pointed to your own area. tamper-proof, embossed record proves his devotion to duty. M@ For management, 
; the Guardsman offers other advantages: extra tape capacity for long weekends and 
holidays saves supervisors’ overtime. M& Protection is too vital to trust to chance. 
Play safe. Modernize with the Guardsman. Send for information today. 





28/ Tell employees about the dis- 
aster plan, and train them in 


Write today on your 
ent apa. emclgugiems wee DETEX ea ae 
emerge ncy pre cedures 0 € | DETEX | | Property Protection Manual. 


ee ee vetlow Poses || HM WATCHCLOCK CORPORATION {7:50 copies: i such | 
= Dept. 0-10, 76 Varick Street wr 
New York 13, New York 
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29/ Test the disaster plan by con 
ducting periodic drills. 
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So clean you don’t believe it! 


THAT’S WHAT laboratory and ampoule rooms in a drug 
processing plant must be: so clean you don’t believe it! Filling 
bottles (left) or compounding suspensions (above), workers 
must do their jobs under completely sterile conditions. 


Housekeeping 
at Its Very Best 


How wouLp you like to boast that you have a beauti- 
ful, shimmering floor that for sheer splendor equals an 
Oriental potentate’s main ballroom — and is sterile to 
boot ? 

You can’t do it—no one can. 

That’s the word from the men in charge of plant 
sanitation at Parke, Davis & Co. in Detroit. They are 
Milton M. Gingrich, assistant superintendent, plant 
services; Preston Maring, sanitation engineer; and 
Zenon Thomas, supervisor, plant sanitation. 


Four-point “total decontamination” 


For office corridors and reception areas, Parke, Davis 
admirably achieves the immaculate, highly polishe<i 
floor. Laboratory rooms, however, are thoroughly dis- 
infected—imperative in drug and food processing. 

OccuPATIONAL HAZARDs investigated what “thor- 
oughly disinfected’’ means. 

First, a room intended for sterile compounding is 
prepared by a procedure called total decontamination. 
This involves: 

1. Clean up the room, dispose of trash. 

2. Protect or store machinery and instruments. 

3. Clean walls and fixtures with a strong germicide. 

4. Sponge-mop floors with a detergent germicide. 

Of course, no eating or smoking is permitted, and 
windows are sealed. 


continued on page 51 
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IF YOU'VE BEEN WAITING FOR A RELIABLE EXTINGUISHING AGENT 


...and if you prefer cartridge-activated extinguishers, then “FORAY'' was designed for you! “FORAY"’ is the name we've 
given the new Ansul line of dry chemical extinguishers for a// classes of fire—and the A-B-C extinguishing agent itself. 
“FORAY'"' extinguishers are available in six popular models—10's, 20's and 30's in both cartridge and stored pressure. 
Cartridge operated units traditionally offer greater reliability, ease of recharge, ease of maintenance. They haven't been 
available in A-B-C models until now! But...some people like stored pressure, so they're also included in the FORAY”’ 
line. Much as we'd like to sell you brand new listed and approved “FORAY”’ extinguishers, Ansul has not taken up the 
national pastime of obsoleting perfectly good products. We'll be happy to advise you on converting your present Ansul 
extinguishers to the equivalent of *FORAY'’ models. Low cost conversion kits are readily available. Write for more 


detailed information on “FORAY"' extinguishers or call your local ANSUL MAN...he’ ted in the “Yellow Pages.” 


ANSUL CHEMICAL COMPANY, MARINETTE, WISCONSIN. ANSUL 


“FORAY” extinguishers 
(both cartridge and stored pressure) carry these 


Underwriters Laboratories ratings: Model 10: 1A-168:C, Model 20: 3A-20B:C, Model 30: 4A-208:C 





*MMR = Mouth-to-Mouth Resuscitation 


IMPROVE MIR. INSTRUGIO 


GET THE FEEL! 


e Breathe Life Trainer (BLT) 
simulates all conditions such 
as: 
Obstruction upper airway 
Distention of stomach 
Improper seal 

Improper head position 
Partial obstruction, etc. 


Only with a BLT can you e@ Only witha BLT willthe @ Only with BLT practice 

teach how to recognize student “‘get the feel’ of will the student become 

and overcome the above performing MMR* cor- emotionally and mental- 

conditions. rectly with confidence. ly conditioned to perform 
MMR* without hesita- 
tion. 


e@ No film or lecture can replace training and practice. 
e MMR* techniques must be demonstrated and practiced just as in other manual methods. 


The new BLT is simple...safe from danger of cross-contamination...the 
most economical training device available for class participation. 











ORDER YOUR BREATHE LIFE TRAINER TODAY. 


No. 70 BLT, complete with instructions 
in zip-lip case 


STUDENT EXPENDABLE 

oe. MOUTHPIECE 

No. 72 expendable individual FITS HERE 
mouthpieces, 50 per box ; ™_ This new flexible flanged 


HOSE a tight-fitting facepiece is 
Write for FREE copy of the new “Heart-Lung Resusci- CONNECTION 


PORT TO less bulky; easier to han- 
tation” booklet explaining MMR* and closed chest LUNG BAG dle, to clean, and sterilize; 
cardiac massage. 


more comfortable on in- 
structor. No chance of 
SEPARATE 


leakage or cross-contami- 
REATHING 
See your MSco distributor or write — nation, will fit your present 


Medical Supply Company trainer. $2.00 ea 


Dept. BG1, Rockford, Illinois 


New Improved Facepiece for Your 
Breathe Life Trainer 
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Housekeeping Best 
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Before a worker may enter a lab- 
oratory room, which is under posi- 
tive pressure, he must prepare him- 
self in an adjoining chamber called 
a gown room. The entire room is 
sponge-mopped daily with a phe- 
nolic solution. 


Sterile clothing used 


Entering the gown room from 
ultraviolet-bathed corridors, the 
worker puts on sterilized clothing. 
The gown room is divided into two 
sections by a wooden bench across 
the room. One section is reserved 
for removing regular clothing and 
the other section for donning ster- 
ilized clothing. Sitting on the 
bench, feet not touching the floor, 
the worker slips on sterilized tennis 
shoes. He then swings around onto 
the second section of the floor and 
puts on the rest of his sterilized 
clothing. 

All this preparation has a positive 
psychological effect. While going 
through the dressing procedures, 
the technician or worker is in- 
fluenced to think constantly of the 
need for absolute sterility. 


Air pressure v. dust 


A sterile compounding room is 
irradiated and under air pressure 
greater than that of outside rooms, 
so that no dust-laden air can enter. 

In all ampoule rooms the same 
stringent requirements for sterility 
are maintained as in a sterile com- 
pounding room. In these rooms, 
technicians fill ampoules with sterile 
liquid or powders. Nothing comes 
into the room that is not sterilized 
—even drug carts must pass 
through a sterilizing oven that opens 
directly inside an ampoule room. 

Parke, Davis & Co., has floor 
space of close to 2 million square 
feet. In its buildings are scores of 
experimental animals, some nor- 
mal, others under test. Some test 
tubes in the laboratories contain 
pathogenic organisms. The cards 
seem to be stacked against any pro- 
gram to maintain any degree of 
sterility; yet is is maintained, be- 
cause procedure standards are 
used, @ @ 





HAND SAFETY 
— EQUIPMENT 


Curved-Hand Rubber Mitten 
with Leather Protector 


Low-Voltage Rubber Glove 
with Thin Leather Protector 


Glove 
Inflator 


W | ITE RUBBER COMPANY 


RAVENNA, OHIO 
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A BASIC GUIDE TO SAFETY MANAGEMENT 


Part VIII 


Medical and Hygiene Programs: 
Keys to Worker Welfare 


We continue here a 12-part series on the fundamentals 
of industrial safety management. We have no pet 
theories of statistical control, no prejudice that favors 
one kind of successful program over another. We report, 
instead, as simply as we can, how to sct up a safety 
pregram, what you need to keep it going, and how it 
will benefit your plant. Even if you have a program now, 
you will, we think, find ideas here that will help you. 


How To Plan a Safety Program 
The Course You Can’t Afford To Fail 
Where Does the Supervisor Fit? 
Top Management: Cornerstone of Safety 
Inspection: Useless Without Followup 
Learning From Experience 
mis, fire Prevention: Fight for Survival 
MONTHPP Two Keys to Workers’ Welfare 
montH™ A Clean Plant: Safety's Strong Ally 
Fill the Gaps in Your Knowledge 
Your Role As a Good Neighbor 
Adapting Safety Basics to Your Plant 


Wuat ARE the physical requirements of every job in 
the plant? You must have these data charted and filed 
for ready reference. Otherwise, the plant doctor has 
only sketchy information te guide him in making 
recommendations based on preemployment physical ex- 
aminations. 
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In the first article of this series OcCUPATIONAL 
Hazarps published medical forms used by Thompson- 
Ramo-Wooldridge. These forms cover all the physical 
moves which may be required of a worker. He may 
have to stoop, sit, stand, kneel, crouch, or crawl. He 
may have to lift, push, pull, reach. He may need verv 
sharp color and depth perception, right-hand or left- 
hand dexterity, good walking speed. He may need at 
least normal hearing and vision. 

His physical condition may prevent him from work- 
ing in dry or dusty atmospheres, or perhaps in hot, 
humid, or noisy ones. Limited coordination may pre- 
vent his working safely around moving machinery or 
other mechanical hazards. He may be restricted to 
working indoors. He may not be able to work around 
toxics, amid sudden temperature changes, or in wet 
areas. 


Match workers to job demands 


All these possibilities are charted on the medical 
form. As the company doctor conducts the physical 
examination, he merely marks a dot opposite those 
activities which the worker may not perform without 
impairing his health, or which he cannot perform be- 
cause of a physical handicap. 

The safety director uses a similar form in making his 
job analysis, checks off the job’s physical demands and 
the characteristics of its work environment. He then 
matches the doctor’s medical report form with his job 
analysis to see whether the applicant has the proper 
physical qualifications. 

This placement method should work nicely provided 
the job’s physical demands and working conditions 
have been thoroughly charted by the safety depart- 


continued on page 5} 
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THE ABRASION RESISTANCE 
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TRIPLE-RESISTANT, MULTI-PURPOSE INDUSTRIAL GLOVE — 


OF NITRILE RUBBER 


Whether you are concerned with handling solvents, 
abrasive materials, or sharp objects, the new Nygran 
coated work glove can solve your hand safety problems 
After months of research Granet has developed a method 
of coating gloves with nitrile rubber — a synthetic latex 
made from butadiene and acrylonitrile. Nitrile rubber has 


THE CUT RESISTANCE 
OF NEOPRENE 


— SUPERIOR 


OF PLASTIC CHEMICAL RESISTANCE 


proven itself, over a period of years in applications on 
conveyor belts, rubber rollers, fuel hoses, etc. Now this 
superior material makes possible the new Nygran.glove — 
new toughness, new wearing ability, superior hand safety! 
One glove for just about every job in your plant. Think of 
the tremendous savings in inventory 


For complete information and a sample pair, 
write on your letterhead to: 


Granet Corp., 26 Loring Drive, 


O 


Framingham, Mass. 








Unique New Suspension 
Makes APEX 
Safety Hats & Cap 


rr FR I 
ey A 


Exclusive Most Efficient Design 
Cuts Suspension Weight 30% 


Most efficient suspension ever designed .. . 
offers these outstanding advantages. 


m Simplified two-part design provides broader 
and better distribution of impact, prevents 
hat wobble, offers three-position adjustment 
for crown height and wearing angle. 

@ New formula polyethylene construction . . . 
resists cracking from long exposure to ultra- 
violet light. 

m@ Insures minimum 114,” safety margin be- 
tween head and shell. 

m@ Has greater range of adjustment to fit head 
sizes from 614 to 8. 

m In assembly easily snaps in and out of T- 
slots for quick replacement and fits any 
APEX hat and cap now in service. 

M@ Built-in safety construction assures better 
distribution of impact. 


m Easy cleaning — greater hygiene. 
There's an APEX safety hat or cap for 
every application: 


FIBREGLASS 
ALUMINUM 


in eight colors 

in five colors 
ELECTRICAL in three colors 
MINERS in safety yellow 
Write today for detailed literature 
Visit us at booth 171—National Safety 
Congress October 16-20 


apex 
SAFETY PRODUCTS 


Division of The WHITE Sewing Machine Corporation 
80! W. BALTIMORE AVE. . DETROIT 2, MICHIGAN 
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Keys to Worker Welfare 
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ment. The safety director should work with the de- 
partment foreman in developing this form, for the 
foreman knows all the moves required of his workers. 

As a double check, the foreman should review the 
new employee’s medical chart before putting him to 
work. He may spot something which others missed. 
If he does, he should send the worker back to the per- 
sonnel department rather than put him to work imme- 
diately. 

We’re assuming your company gives a preemploy- 
ment physical examination. If it doesn’t, and a worker 
files a claim, you might as well prepare to pay. Legally, 
you’re in about as strong a position as a flyweight 
fighting Floyd Patterson. You have no records to 
document a preexisting physical disability. 


Doctor should know your hazards 


Even if the company doctor is retained on only a 
part-time basis, he should be briefed on the firm’s 
operations, objectives, and legal liability. If possible, 
arrange to take him on a plant tour from time to time. 
The more he knows about how the plant operates, 
the more on target will be his recommendations. 

In addition to requiring the preemployment physical 
examination, many safety-minded firms are giving 
periodic follow up examinations. Some of them 
eventually get around to all their workers. Others 
confine the periodic examination to men in executive 
or high-hazard jobs. 

The periodic physical examination requires tactful 
handling by the safety department. Employees may 
resent examinations, if they feel they’re mandatory. 
They'll probably take to them like a vegetarian to 
carrots, however, if you tie the examination to the 
benefits of preventive medicine and to their employer’s 
concern for their welfare. 


Minor injuries point to trends 


Encourage each worker to report every injury to 
the dispensary at once, however minor it is. Everyone 
benefits. The worker gets prompt attention and referral 
for further professional medical care, if it is needed. 
You get a detailed record of the accident. This will 
aid you in planning future accident prevention strategy. 
Often, a pattern of injuries signals the need for an 
educational drive or for bolstering mechanical safe- 
guards. 

If your plant doesn’t have a nurse, at least one 
person on each shift—perhaps you and a night shift 
foreman—should be trained in administering first aid. 
Your local Red Cross chapter, in many communities, 
conducts first aid classes. 


Industrial hygiene vital to program 
The medical program represents only half the oc- 


cupational health plan. Industrial hygiene is the other 
half. 





As a starter, get a breakdown on the ingredients ot 
every product, raw material, and maintenance supply 
used in your plant. Arrange for this through your 
purchasing department, so that as a matter of policy 
suppliers submit the breakdown when the sale is made. 

Check out every one of those ingredients for dan- 
gerous properties and safe handling methods. In many 
cases, this takes some digging. Safety and trade asso- 
ciations can be of great help—sometimes directly, other 
times by referring you to an authoritative source. The 
company chemist, and in some instances even your 
plant doctor, can fill in on the health hazards of in- 
dustrial processes involving chemicals. In most States, 
public health departments provide free specialized as- 
sistance to solve ticklish industrial hygiene problems. 


How to control plant hygiene 


Plant hygiene is best controlled by: 

& Frequent, thorough plant inspections. 

> Use of detection instruments in suspected areas. 

& Lab and pilot testing of new processes and prod- 
ucts. 

®& Keeping locker room, washroom, and toilet facil 
ities sanitary. 

Precautions you must take are dictated by the pecu- 
liarities and characteristics of your own plant opera 
tion. But we can give you some check points applicable 
to most plants. 

& Regular degreasing of machines kills fumes, di- 
minishes fire hazards. Degreasers must be solenoid 
and temperature-controlled, must be kept out of drafts. 

© Perchloroethylene is a widely used degreasing 
solution. If you’re using it, see that you maintain it 
at a level 6 to 8 inches from the bottom of the de 
greaser. If you don’t, hot oils will settle there and 


Radiation safety teams 


The U.S. Atomic Energy Commission, in coop- 
eration with the Department of Commerce, main- 
tains radiation safety teams throughout the country. 
The teams help local and State officials on request, 
whenever accidents that may be harmful to public 
health occur during use, handling, or transportation 
of radioactive materials. 


create a fire hazard. If you prefer to use gasoline or 
naphtha, post No Smoking signs. 

® Be sure those doing degreasing take the necessary 
precautions. Usually, one man can safely enter a small 
degreaser. For a large one, you need at least two men, 
and sometimes three. Usually, one man stands outside 
the degreaser, supplies oxygen to the man within. The 
second man stands ready to perform a rescue. The 
third man does the degreasing, usually for not more 
than 10 minutes at a time. The three men rotate their 
assignments. 

& Chrome plating involves dangerous chrome acid. 
If this acid gets into even a small cut on a man’s 
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TELEVATOR 


Profits . . . Double 








Quickly . . . Safely 


1—World’s only alu- 
minum telescoping 
scaffold. 


2—Safety compelled 
“Safety you must 
use — and can’t 
lose.” 





3—Lowest weight fac- 
tor to platform 
area. 

4—Lowest cost factor 
to platform area. 


5—Pushbutton — fin- 
ger tip height con- 
trol. 

6—One man operation 
storage and usage. 

7—_Safer — faster 
work can be 
bought. Proven — 
Patented 

8—Platform heights 
20’, 25’, 30’, 35’ 

9—Platform sizes 32” 
x 80” to 48” x 85” 


Invite our in-plant demonstrations, we prove 
our point to your profit. 


Write today for literature and prices. 


Reynolds 


TELEVATOR CORPORATION 
1104 Sixth Street e Muskegon, Michigan 


Telephone PA 23698 
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EMPLOYEE-BUYERS look over seat belts, discuss features of various 
models with 1BM safety department salesmen at a display area in a 


company cafeteria. One plant sold 2,500 belts in 2 weeks. 


TESTING a seat belt for comfort on the wearer is 
Robert Harrison, IBM Data Systems Division safety 
manager, Poughkeepsie, N. Y. 


Who Says People Won’t Buy 


LITTLE LEss than a year ago, shortly before Christmas 
gift-buying began to unbalance workers’ budgets, the 
International Business Machines Corp. Data Systems 
Division launched a sale of auto seat belts. Within 2 
weeks, it sold 2,500. 

Star salesman was Robert Harrison, division safety 
manager. Harrison, in an effort to boost off-the-job 
safety, ordered auto seat belts from three different 
manufacturers. Each model passed the 5,000-pound 
tensile test required by the Federal Government’s Gen- 
eral Services Administration. Harrison bought in quan- 
tity at a discount price, with the option of returning un- 
sold belts for full credit within 90 days. 


Displays were mostly homemade 


Maintenance workers supplied portable display 
boards and price tags for the belts. A poster told how 
seat belts prevented or lessened injuries resulting from 
auto accidents, quoted statistics proving their effective- 
ness, talked of the endorsements seat belts had from 
the American Society of Safety Engineers, the Ameri- 
can Medical Association, the U.S. Public Health Serv- 
ice, and other organizations. 

IBM safety men picked up a car seat from a local 
junk yard, used it to demonstrate how seat belts are 
installed. 

Each day, a safety department team took the display 
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to a different location. Data Systems Division buildings 
are scattered throughout the Poughkeepsie, N.Y., area. 
Employees learned in advance where the sales display 
would be through a notice in the daily news bulletin, 
posted on all department bulletin boards. A favorite 
stop for safety department salesmen was plant cafe- 
terias at lunch time. 


Ballyhoo was soft pedalled 


Harrison held promotional ballyhoo to a minimum. 
The company newspaper announced the seat belt sales 
program, pointed out the safety features of the belts. 
Beyond that, the only gimmicks used were the news 
bulletin and the portable display. 

The safety department conducted the drive in No- 
vember. Harrison and his colleagues had some reserva- 
tions about the timing. They felt the Christmas season 
might detract from seat belt sales. They figured that 
if they sold 450 seat belts the drive would be a suc- 
cess. 

Actually, the holiday season helped rather than 
hurt volume. Many belts were purchased as Christmas 
gifts. The drive closed with total sales of 2,500. 

A second 2-week campaign in May sold another 
1,000 belts. The 9,000-employee Data Systems Divi- 
sion really stocked up during the rough equivalent of a 
l-month selling season. Word of the seat belt drive 





1 oe see "Ls 


USE OF Seat belts on the job lessens injuries, saves lives. 
Many companies are installing belts on all their own vehicles. 
Some Government agencies require them. 


Seat Belts? 


spread to other IBM plants and throughout the Pough- 
keepsie area. 

Harrison filled in neighboring plants and fellow 
IBM safety directors on the details of his program. 
Several launched seat belt sales of their own. 

The Data Systems Division spent a few dollars for 
the shop-built displays. The remainder of its investment 
was limited to the safety department’s time. Five 
safety men and a secretary worked on the project. 

Each morning, the secretary got $25 from the com- 
pany cashier for making change. At the end of the 
day, she turned in total receipts. The following day, 
she submitted the complete record of sales, by belt 
manufacturer and model, to the purchasing depart- 
ment. The safety men did the actual selling. 


Two critical injuries avoided 


In the 11 months since the sale began, there have 
been at least two cases where seat belts saved em- 
ployees from serious injury, perhaps death. 

The steering mechanism of one worker’s car failed. 
The auto hurtled off the road and into a snow bank. 
The driver is certain he would have gone through the 
windshield, were it not for his seat belt. Another work- 
er jammed on his brakes hard to avoid hitting another 
car. He did hit, but he and his passenger were wear- 
ing seat belts. Neither was hurt. @ ¢ 








There’s a Trend 
Toward Seat Belts 


@ U.S. auto manufacturers have offered 
seat belts as optional equipment for sev- 
eral years. 


All 1962 autos of major U.S. manufac- 
turers will be equipped wiih belt anchors 
built into their floors. 





New York State law requires that all 
new autos be equipped with seat belt fit- 
tings beginning in 1963. 


Seat belts have won public endorsement 
from such groups as the American Medi- 
cal Association, the U.S. Public Health 
Service, the American College of Sur- 
geons, and a Congressional subcommit- 
tee. 


More and more companies provide seat 
belts for their own vehicles—and insist 
that employees use them on the job. 


Within the last 6 months, Kordite Co., a 
division of National Distillers & Chem- 
ical Corp., Macedon, N.Y., undertook a 
brisk seat belt sales campaign among its 
1,600 employees. Kordite buys belts at 
wholesale, sells them in its plants at 25 
percent less than it pays. The company 
arranges with garages and service sta- 
tions near each of its three shop loca- 
tions to install the belts during working 
hours. 


Armco Steel Corp., Middletown, Ohio, 
early this year began installing seat belts 
in all its 2,000 owned and leased vehicles. 
“Several recent accidents have empha- 
sized the value of seat belts in reducing 
injuries,” J. S. Chapman, manager of 
safety, said. “As a further extension of 
Armco’s safety program, we are install- 
ing seat belts to protect our people who 
are exposed to the constant hazards of 
highway travel. We are well aware that 
the installation of seat belts in Armco 
vehicles is just the first step. We know 
that an unused seat belt is of no value, 
so we will stress the need to wear the 
belts at all times while traveling on the 
streets and highways.” 
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Topay’s SAFETY DIRECTOR is up to his sideburns in air 
pollution control whether he wants to be or not. It’s 
no longer enough to clean the air mside the plant. You 
have to keep it clean outside. 

The days are gone when neighbors shrugged off soot, 
smoke, odors, and mists. Today, there’s no quicker 
way to arouse the public than to fill the air with fumes 
and dirt. And if contaminants are potent enough to 
peel paint from houses, dull the finish of cars, or 
wither the petunias, man the battle stations ! 

A lot of plants have paid stiff indemnities in the war 
on air pollution. OccupATIONAL HAZarpDs editors 
picked up stories about it from air pollution control 
officials and from the embattled plants themselves. 

Here’s one of many. 


Public howls grew to screams 


3usiness at a large midwestern chemical plant 
boomed. Research and development people turned out 
new chemicals at a brisk pace. The product line ex 
panded to 400 chemicals. Among them were a few real 
stinkers. 

The neighbors howled. City air pollution officials 
called on company executives, asked for corrective ac 
tion “within a reasonable period.” Company manage 
ment received them politely, but time passed, and the 
plant continued to emit dead-fish odors. Neighbors, 
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pacified temporarily by the conference of public officials 
and plant ¢ 


cutives, became even more critical. News 
of the hassle spread. The general public sided with the 
neighbors. The howls grew to screams. 

Air pollution officials repeatedly issued notices to the 
firm. Nothing happened. Company executives now 
said their critics had exaggerated. There were a few 
rather unpleasant odors coming from the plant, they 
admitted, but they weren’t nearly as bad as some would 
have you believe. 


Cited for law violation 


Public screams became a roar. Newspapers carried 
indignant editorials. Lawmakers demanded sweeping 
legislative reforms. Other industrialists worried lest 
the growing storm engulf them. Finally, the firm was 
ordered to appear in court for violation of air pollution 
control ordinances. 

Management shook itself awake, replaced several 
top officials, intensified its search for a fume-eliminat 
ing device. But technicians weren’t the only ones work 
ing overtime. Lights also burned late in the public re 
lations department. 

The company invited neighborhood groups to dinners 
at the plant. As guests sipped after-dinner coffee, they 
listened to company technicians explain the complexity 
of fume-removal, emphasize how hard the company’s 








research department was working to find a solution. 
Speakers reported the efforts, stumblingblocks, frustra- 
tions, and expense of the project. Many critics tamed 
down after attending a dinner. 

Eventually, the company found a way to kill the 
odors. But consider the cost of delay! The firm be 
came the city’s Public Enemy No. 1 in a few months. 
It suffered through newspaper headlines, harassment 
from civic groups, and court action. It made a recovery 
of sorts through 11th hour public relations efforts and 
eventual success in eliminating odors, but its reputation 
in the community was badly tarnished. And _ the 
chances are it will be defending itself against citizens’ 
suits for years. 


Few plants exempt from trouble 


Nearly every city’s air pollution control offices have 
files choked with similar cases. The trouble may be 
over an oil refinery in Los Angeles, a steel mill in 
Cleveland or Pittsburgh, an automobile plant in De 
troit. Complaints may center on the red dust from 
the oxygen process used in steelmaking, on eye-irritat- 
ing vapors, odorous chemical fumes, or plain old dust 
and dirt, but the essentials remain the same: Take 
citizens’ complaints, the offender’s plea for additional 
time, further delay, protests by civic officials, news- 


continued on next page 








Why You Should Take 


Interest in Air Pollution 


No MAJOR Clty in the United States is free 
of air pollution because : 


& Rising city populations have brought 
more fumes from automobile exhausts, 
have put greater strain on waste disposal 
facilities. 

®& New industrial processes, while a boon 
to production, often bring with them odor, 
mist, and fumes. 


The public is in no mood to tolerate in- 
dustry’s technological problems in control- 
ling air pollution because: 


& Residential districts on the fringe of 
industrial areas now have a high ratio of 
home owners. They contrast with the low- 
rental districts once common in industrial 
communities, when plants were concentrated 
in the central city areas. These home owners 
jealously guard their property’s value. 

& Publicity on fallout dangers and on 
the possible relation between automobile ex- 
haust fumes and lung cancer has made the 
public conscious of air pollution as a health 
menace. 


Pollution control laws are getting tougher 
and enforcement stiffer because: 


& Public demand has put legislators 
squarely behind air cleanup. 

& Public funds have been authorized to 
upgrade air pollution controi staffs and lab- 
oratory facilities. In some cities, metro- 
politan control has replaced spotty local 
control. 

® The Federal Government is drafting 
proposals to intensify its activity in the 
fight for clean air. 


Safety directors must plan for air pollu 
tion control to prevent: 


& Costly new company installations 
from becoming much more costly because 
controls were overlooked on the blueprints. 

® The expense of citizens’ lawsuits, 
which tend to come in clusters and deal in 
astronomical figures. 

&> The firm’s investment in maintaining 
a good corporate image from being wasted. 
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oe HOW 
PIONEERING RESEARCH 
INTO SAFE-TEE SOLVENTS — 
A-elawe-Vele By 


FINE ORGANICS 


— PAYS OFF IN BETTER 
MAINTENANCE PRODUCTS! 


More than 2 decades ago, FINE ORGANICS inaugu- 
rated a program of research into the ways and 
means of producing safer solvents. Statistics were 
analyzed to determine how to more fully meet indus- 
trial maintenance needs. We reviewed countless case 
histories, spoke to maintenance personnel every- 
where. We asked ourselves how much could be done, 
how far could we go to close the’ safety gap. As a 
result of these studies, we instructed our laboratories 
to develop a complete new family of fine SAFE-TEE 
Solvents with these — among many other safety 
characteristics: flash point high enough to materially 
reduce or completely eliminate fire hazard; high MAC 
for relative non-toxicity; solution stability. 
Fine Organics’ SAFE-TEE SOLVENTS are truly safe 
.. Safe for personnel, safe for the jobs they were 
created to perform, safe for the equipment with which 
they come in -contact. 
The rest of our story — efficiency, economy and speed 
of performance — is better told by more than 4,700 
customers ... for whom, incidentally, we continually 
formulate special maintenance products “hand- 
tailored” to do specific jobs SAFELY. 


For Example... 


SAFE-TEE SOLVENT 
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Does These ELECTRIC MOTOR 
Cleaning and Degreasing 
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© ELECTRIC MOTORS © CONTACT POINTS 

e POWER GENERATORS e BEARINGS 

® CONDENSERS ¢ ARMATURE & FIELD WINDINGS 
© STARTERS © MECHANICAL & METAL PARTS 

e FINELY FINISHED SURFACES 

e PRE-PAINT & PRE-PLATE Operations 


“AN INDEX TO SOLVING 
i MAINTENANCE PROBLEMS ~ 
Informative Technical Booklet. 


Write today to Dept. OH-10 


FINE ORGANICS, INC. 
205 MAIN ST., LODI, NEW JERSEY 
Warehouses in Principal Cities 


A COMPLETE FAMILY OF FINE WAINTENANCE PRODUCTS 


See us at the show—Booth No. 125 
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paper stories and editorials, stir 
have a king-sized squabble. 


carefully, and you 
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The population rise in city areas brought more cars 
and more exhaust fumes to taint the air. The larger 
population strains garbage and waste disposal facilities. 

During the last decade, new industrial processes 
have been spawned at an unprecedented rate. American 
industry develops a new chemical every 24 minutes. 
Improved processes in every industry from girdle 
manufacturing to steel-making have, in many cases, 
brought with them more dust, smoke, mist, and odors. 

Much industry has moved from central city areas to 
city outskirts. Plants border neighborhoods where 
most people own their homes. These people jealously 
guard the value of their property. They are quickly 
alarmed about the possible perils of air pollution. The 
low-income people who rented in central city indus- 
trial districts didn’t care. 

A great deal has been written on the dangers of 
radioactive fallout and on a possible link between air 
pollution and disease. All this has made the public 
very sensitive to the health hazards of polluted air. 


Bat does air pollution hurt health? 


Specialists told us no one has proved conclusively 
that polluted air is damaging to health. 

Dr. H. H. Schrenk, director of the Mellon Institute 
in Pittsburgh, said that though many highly qualified 
people have studied the subject, there is wide disagree- 
ment among them. Our talks with other air pollution 
authorities corroborated his statement. 

Conservatives say, “Let’s not get in a panic about 
air pollution as a health menace without proof. Let 
the studies continue. The more of them we do, the 
better. But until science proves otherwise, we're not 
justified in blaming air pollution for some major ill- 
nesses.” 

The group working toward immediate reforms says: 
“There is mounting evidence that air pollution con- 





tributes to cancer, heart trouble, asthma, and other 
lung, bronchial, and respiratory disorders. We have 
reason for a concentrated effort to rid our cities of the 
air pollution blight. We can’t afford to minimize the 
threat while we await conclusive proof which may not 
turn up for generations.” 


No easy road to pollution control 


Dr. Schrenk touched another nerve. 

“Too many laymen,” he said, “think in terms of 
simple solutions. They feel it’s just a matter of slap- 
ping on a set of controls. In reality, it’s often very 
complex and far too expensive to justify a hit-or-miss 
approach. Industry should not be expected to chance 
ineffectual controls.” 

There’s plenty of evidence to support Dr. Schrenk’s 
statement. The complexity of air cleanup is attested 
to by the fact that Los Angeles is spending $4 million 
a year on air pollution control, and though some prog- 
ress has been made, it’s still a smog capital. 

A public official who preferred to remain nameless 
said strong laws were the key weapon in the fight 
against air pollution. He observed: “It wouldn’t be 
fair to say that industry generally was altogether re- 
calcitrant, but a public uproar does a great deal to 
speed research on ways to prevent air pollution.” 


Antipollution laws grow tougher 


Air pollution laws are gradually getting tougher. 
Enforcement officers, aware of the growing public de- 
mand, are flexing their muscles. In most cities, how- 
ever, both law and enforcement could stand strengthen- 
ing, but politics interfere. 

Dr. Joseph G. Molner of the Wayne County and 
Detroit Department of Health said Michigan has no 
State law on air pollution, though various proposals 
have bounced around the legislature for years. The 
proposals invariably die in committee. Powerful in- 
dustrial lobbies and strong rural opposition kill the 
bills. Michigan, like many States, has greater per 
capita rural representation in the legislature than cities. 

Detroit, Wayne County seat, has a strong local 
ordinance, a full-time staff, and better than average 
laboratory facilities. The staff is limited to work in 
Detroit proper, however. Since many big plants are 
outside city boundaries, in areas where laws and en- 
forcement are less rigorous, air pollution control is 
spotty. 

If air pollution from any Wayne County plant is 
officially tagged a menace to public health, Molner can 
shut it down. But by the time he is called in, the 
situation is, or has been, critical. He often has to 
choose between putting people temporarily out of work 
in an offending plant or failing to relieve nearby 
residents. 

Molner favors setting up one air pollution control 
bureau for a 7-county industrial complex to avoid 
duplication of services and spotty coverage. He wants 
a strong State law which will provide for adequate 
staffs and equipment. 

Whether Molner’s plan materializes is anybody’s 

continued on page 63 
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Front view: 
floor contact and 
elasticized band. 





Solestat, treated 
innersole. 


Solestat tab 
attaches to 
snap-on button. 


Drain 


Dangerous 


Static Charges 





with LEGSTAT 


the safe grounding 
device for personnel 


Normal activity turns the human body into a storage battery 
for static electricity. One little spark can ignite vapors, gases, 
chemicals and other sensitive materials. 

Your conductive flooring can’t protect you unless these haz- 
ardous currents are safely dispersed. That's why so many Safety 
Engineers now specify Lecstat for all personnel. 


Wears comfortably 
with any shoes 


Floor contact is assured by a conductively 
treated rubber pad worn under the arch. An 
elasticized band secures it to the shoe top. 
LeGstaT is adaptable to any shoes worn by 
men or women. 

Skin-to-floor drainage is produced in either 
5 Wey of 2 ways: By a lightweight, metal plate worn 
in garter assembly and connected by cable to 
LeGstat. Or by means of a specially treated 
innersole, called SoLESTAT. 


With either attachment, cost per pair is little 
more than %4 that of conductive shoes. Clip 
coupon today for full information. 
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Walter G. LEGGE Company, Inc. 
Dept. O-10.101 Park Ave., New York 17, N. Y. 

Branch offices in principal cities. In Toronto—J. W. Turner Co. 

Send prices and full information on LEGSTAT. 
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See us at Booth #36, Nationa! Safety Congress 
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NEW? 
SAFETY BOOKS 


FOR MANAGEMENT, SAFETY 
ENGINEERS AND FOREMEN 


By J. A. DE LUCA, JR. 
Already on All Continents — World Circulation 
(1900 corporations [20,000 copies] procured in first 8 months) 
— THE AUTHOR — 
Registered Professional Consultant Engineer, A.S.M.E., A.S.S.E., S.A.M.E., 
Tau Beta Pi. Lectured 147 organizations, 8 universities, 28 states. E. |. du Pont 
de Nemours & Company, Division Superintendent, 27 years, continuing (all 
commercial and government projects, 900 million exposure hours). National 
Chairman, N.S.C., President's Conference, etc. 
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DAILY 
SAFETY 
HOW 


“WHAT TO SAY ABOUT ABSTRACTS 
AT A SAFETY MEETING” 


44—300 word articles, illustrated, for "safety 
talks" on the relation of “State of Mind” to 
accidents. Implemented and edited at the 
practical fereman’'s level. Endorsed by recog- 
nized psychiatric authorities. 


6" x 9" booklet — (50 pgs.) 


100 .. 
Over 100 .. 


“HOW TO CONTROL ALLEGED AND 
EXAGGERATED COMPENSATION 
CLAIMS” 


How to have your Doctor, your Lawyer, your 
Plant Manager, and Yourself team up to 
beat the unethical — legal, medical, and 
moral practices of “unprincipled claimants 
and their collaborators.’ Published with the 
approval of legal and medical men of high 
and ethical standing in the courts and the 
compensation field. (Insurance companies 
take note.) 


6" x 9" booklet — (22 pgs.) 


SCALE OF PRICES 

*Sold only in sets of 4 identical 
copies for implementation purposes $8.80set 
Over 4 (sets of 4) . 4.80 ea. set 


*(NOT SOLD IN SINGLE COPIES) 


“DAILY SAFETY HOW — FUNCTION 
FOR FOREMEN AND SUPERVISORS” 


Illustrated and giving heretofore private 
proven methods directed at every foreman's 
DAILY safety “function” in the form of 
18 techniques (all implemented). Simple 
and brief; here are 18 truly effective tech- 
niques. 


6" x 9" booklet — (50 pgs.) 


(Incentive plans included.) 


100 
Over 100 


ALL OF THE FOREGOING MATERIAL HAS HAD FIELD TESTING AND SUCCESS FOR 5 OR MORE YEARS 
THIS MATERIAL IS THE MOST MODERN — MOST EFFECTIVE — BEST PROVEN SAFETY DIRECTIVE 
MATERIAL AVAILABLE ANYWHERE 


DIRECT YOUR 
ORDERS AND 
REMITTANCES TO 


All prices F.O.B., Wilming- 
ton, Del. Subject to cash 
terms, 2°%-10 days; 30 net. 


REVIEWED BY 
Engineering News-Record, Industrial and 
Engineering Chemistry, Safety Maintenance, 
Occupational Hazards, and National 
Safety News 


New Forum Publishing Co. Inc. 
Post Office Drawer #2724 
Wilmington 5, Delaware 
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guess. But there are indications that it and similar 
plans are gaining support. 

In the last 10 years, city people have become more 
receptive to the idea of metropolitan government. 
Countywide air pollution authorities have been set up 
in Pittsburgh and Los Angeles. Cincinnati’s Air Pollu- 
tion Department has contracts with seven city suburbs. 
The department was negotiating with three other 
neighboring communities when we visited there this 
spring. 

In many places, proposals for metropolitan author- 
ities to administer various public services are finding 
their way on ballots. “There is a growing public aware- 
ness,” one official told us, “that many service problems 
cut across boundary lines. Air pollution control is 
among them.” 

The Kennedy Administration has pledged strong en- 
dorsement of a program designed to place the Federal 
Government in the thick of the air pollution control 
struggle. OccUPATIONAL Hazarps will go into this 
program in detail in December. 


Neglect costs more than control 


Plants, regardless of product lines, must keep pace 
with changes in industrial processes if they are to 
maintain their competitive position. Air pollution con- 
trols for many of these processes are costly, but failure 
to install them can be far costlier. Controls are not 
shelf items like gloves or hard hats. They often require 
extensive engineering. With some new _ processes, 
pollution problems develop for which there are as yet 
no answers. 

This means the safety director must be more promi- 
nent than ever in company planning. Consult early 
with your own and with production equipment manu- 


facturers’ engineers. Get a thorough rundown on any 
new process. Look it over for possible air pollution 
trouble spots. 


You'll have to dig up reference material, digest it. 
You'll have to break the new process into parts, discuss 
them with technicians. No one expects you to be a 
scientific wizard, but you must know enough to act as a 
safety troubleshooter. In their preoccupation with 
making a system work, research, development, and 
production engineers may overlook air pollution pos- 
sibilities. 

There’s plenty of your company’s money at stake. 
Irate citizens are quick te sue, and their lawyers ask 
for big awards. A growing number of firms is finding 
that out the hard way. One court victory, or even a 
settlement, usually signals a string of lawsuits by 
others who want to climb aboard the bandwagon. 

Changes made after equipment is installed are often 
many times as costly as they would have been if they 
were incorporated in the original plans. 

Your company has a heavy investment in its public 
relations efforts, participation in community affairs, 
and corporate advertising. That goes down the drain 
when your firm becomes the target for public abuse. © ¢ 





EXPLOSION PROOF 
Be 


EQUIPMENT 


MODEL 


330 THE ONLY 
COMPLETE LINE 

OF EXPLOSION PROOF 
VACUUM CLEANERS 
FOR SAFETY CLEANING 


; ce MODEL 3 
Every size from 6 to 55 gallon - 


capacity for all types of 

wet and dry pickup in hazardous 
areas. Excellent for cleaning 
chemical and petroleum storage 
tanks, grain mills, gunpowder 
plants, etc. Every machine UL 
Listed for Class 1, Group D and 


Class 2, Group G location. MODEL 315 


THE HILD FLOOR MACHINE COMPANY 
ALSO MANUFACTURES A COMPLETE 
LINE OF INDUSTRIAL VACUUM 
CLEANERS AND FLOOR 

MACHINES FOR EVERY 

CLEANING OPERATION. 


THE FIRST UL LISTED EXPLOSION PROOF 
FLOOR MACHINE 


Ver 


HILD FLOOR MACHINE CO., INC. —-°*P* OF 10 
1217 W. Washington Blvd., Chicago 7, Ill. 

Gentlemen: 

(0 Send more information on explosion proof cleaning equipment. 
(1) Send more information on the complete Hild line. 


Name 





Firm 
Address. 
City Zone___ State 
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Here’s How To Handle 


FLAMMABLE SOLVENTS 
ioagitiad cae Efficiency 
and Maximum Safety... 


SWABBING & SMALL PARTS CLEANING 


Plunger Can 

For quick, one- 
hand moisten- 
ing of swab, 
brush or cloth. 
Depressing 
spring loaded 
dasher pumps 
measured quan- 
tity of fluid into 
cup. Release 


and excess drains back into 
can. 5 sizes—dashers 1 to 7” 


dia. FM approval*. 


Bench Parts Washer 
Keeps workers 

hands out of solvent. 
Removable parts 
basket has 

handle. De- 

press spring 

mounted fire 

baffle dasher 

for solvent, release to drain. 
Without basket, large cloths 
or swabs may be saturated. 
3 pint capacity. Basket and 
dasher—5%” dia. FM ap- 
proval*. 


WASHING & CLEANING OPERATIONS 


Wash Tank 

Two handled 
perforated bas- 
ket for fast, 
easy parts agi- 
tation. Self- 
draining by 
resting basket 
on lugs at top 
of tank. Renew- 
able fusible 


link melts at 160° F, automati- 
cally drops cover to snuff out 
fire. 4 sizes ranging from 82”x 
814”"x934” to 15”x15”x15”. FM 


approval*. 


Protectomatic Parts Washer 


Air Motor moves 
basket thru sol- 
vent, automatically 
cleans parts 

while ma- 

chine oper- 

ator continues 
production. | 
Fusible link 

drops cover 
automatically 

to snuff out 

fire. Operates 

on 25-50 p.s.i. air. Size 15”x 
15”x21”. FM approval*. 





Foot Treadle Dip Tank 
Work-high dip 
tank with self- 
closing cover 
operated by 

foot treadle. | 
Designed for 
washing large) 
parts. Safety air 
check cushions 


accidental fall of cover. 2434” 
long x 13” wide and 834” deep. 


FM approval*. 


Machine Bench Can 


Attaches to gg 
bench along- 

side of ma- 

chine. Oper- 

ator cleans 

and rinses 

parts by de- 

pressing fire protective met- 
al dasher. Size 10” x7” x8”. 
FM approval*. 





Swab Can with Reservoir 
Forapplications where 
large quantities 

of solvent are re-_. 
quired. Sup- 

ply tank 


mounted on common wt with 


LOOKING FOR 
MONEY-SAVING 
IDEAS 


Protectoseal 
Catalog has 
many time 


Circle No. 52 on reader service card 


THE EASY WAY TO MOVE 
AIR »- DUST - FUMES - MATERIALS 


This VEW 
catalog Shows. 
you how — 


Made of strong, durable coated fabrics, wire reinforced, 
and in sizes from 114” to 36” i.d. Flexaust hose and 
Portovent duct have been used for thousands of money- 
saving installations since 1938. New Catalog 605 gives 
detailed selection, price and installation data. 


THE FLEXAUST COMPANY 
DEPT. OH-10, 100 PARK AVE * NEW YORK 17, N * Y * 


Distributors in all principal cities 





DIRTY HANDS #& 


DANG! 


Bt: 


RE 


Keep them 


Cleaner. Applied before ¥ 
impervious to paints, lacq 
water based irritagts 

to a lather after 


and labor- 

saving sugges- a | 
tions for handling flam- 
mable solvents in produc- 
tion applications. Sent with- 
out obligation. 


applicator can. Valve permits 
operator to replenish liquid 
supply at bench. Perforated 
metal fire baffle dasher. 2 sizes 
—l gal. and 5 gal. capacity. 

FM aproval*. 


*Factory Mutual Laboratory approval 


THE PROTECTOSEAL COMPANY 





IN CANADA: SAFETY SUPPLY COMPANY, TORONTO 61 WAI 
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RIGHT OFF THE DOCKET 


Court decisions in disputed compensation cases 


What’s the supper hour ruling? 

Graby Burt, a minor, was a delivery boy for Waver- 
ly Pharmacy. His mother insisted that he come 
home for supper each evening. 

Burt drove his employer’s motor scooter during 
the supper hour and on deliveries. He took his 
supper break at his employer’s convenience, often 
made deliveries en route. One night Burt was in- 
jured in an accident on his way home during supper 
hour. 

Waverly Pharmacy argued that since Burt was 
on his supper hour, the employer-employee relation- 
ship was suspended. 

The court held that the employer furnished the 
transportation, controlled the time and duration of 
the supper hour and retained the right to have cer- 
tain duties performed during this period. Thus, 
the injury arose out of and in the course of Burt’s 
employment. 

Claim allowed. 

American Hardware Mutual Insurance Company v 


Burt: Georgia Court of Appeals, 120 S.E. 2d 797 
(June 6, 1961). 


Worker is hit with shovel handle 


A. C. Moore, an employee of W. S. Dickey Mfg. Co., 
was unloading pipes when he and a fellow worker 
named Parker got into a hot argument. Moore told 
Parker to “take care of his own business.” Parker 
mumbled a reply, then struck Moore with a shovel han- 
dle. Moore sought compensation for the injury. 

The employer contended that Moore was the ag- 
gressor and that the injuries were due to personal dif- 
ficulties between Moore and Parker. 

The court held that personal differences and displays 
of temper were risks occasioned by this type of em- 
ployment. The nature of the work increased the likeli- 
hood of assault. Therefore, the assault did not arise to 
satisfy personal anger. 

Claim allowed. 

W. S. Dickey Manufacturing Company v. Moore: 
Tennessee Supreme Court, 347 S.E. 2d 493 (May 26, 
1961). 


There were no witnesses 


WALTER E. Packer, a night watchman for Corbett 
Canning Company, was found dead on his job. He lay 
in a pool of water formed by a severe thunderstorm. 
Nearby was an electrical cord which connected to a 


sump pump. The end of the cord was disconnected. 
The cause of death, according to the doctors, was heart 
attack, not electrocution. 

Packer’s widow filed for benefits on the presumption 
that one injured while performing a duty sustains the 
injury as a consequence of such duty. The court 
pointed out that Packer’s duties as a night watchman 
had nothing to do with the sump pump. Presumption 
alone cannot be used to establish the incident of ac- 
cident. 

Claim disallowed. 


Packer v. Corbett Canning Company: South Carolina 
Supreme Court, 120 S.E. 2d 398 (June 6, 1961). 


Unusual duties were not a factor 

FRANK BERKLEY, Atlantic City fireman, was cleaning 
the walls of the firehouse lavatory when he was 
stricken by a heart attack. Berkley died a few moments 
later. An autopsy revealed that he had a pre-existing 
heart condition and confirmed cause of death as a 
heart attack. 

Berkley’s widow contended that the heart attack was 
a direct result of the extraordinary and unusual duties 
he was performing. His employer said his duties as a 
fireman were, in fact, more strenuous than the duties 
which he was performing at the time of his death. To 
accept the widow’s version, the employer maintained, 
would be saying, in effect, that all heart attacks suf- 
fered on the job are compensable. 

The court said it made no difference whether there 
was a usual or unusual strain attached to the work. If 
the employee’s work was a contributing cause of death, 
compensation was in order. 

Claim allowed. 

Berkley v. Atlantic City: New Jersey Superior Court, 
172 A. 2d 1, (June 13, 1961) 


Nosebleed brings compensation 
Every State’s compensation law requires notice to the 
employer within a specific time following the claimant’s 
injury. Raul Escarra had not complied with Florida’s 
30-day notice requirement, and therefore did not qualify 
for compensation. his emp!oyer contended. Escarra, a 
grocery chain employee, suffered a nosebleed when a 
can of beer fell on him as he was taking it from a shelf. 
After about ten minutes, the bleeding stopped. Escarra 
made no report of the incident. Several months later, 
though, he was having difficulty breathing. Escarra 
visited a physician. There he learned that the falling 
continued on next page 
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To know 


BUSTIN 


Examine the 
safety steps on 
thousands of 


trucks made by 


DIAMOND “‘T”’ 
AUTO CAR and REO... 


MAKE SURE IT'S A BUSTIN 
SAFETY GRATING 


On specifications where Bustin or equal is called for, 
many times a substitution is made without informing 
the users. These inferior substitutes represented, or 
furnished, as equal to the quality of Bustin Safety 
Gratings often result in complaints ranging from ex- 
cessive footwear damage and discomfort to complete 
failure in eliminating slips and falls, thus, defeating 
management's efforts to provide safe and efficient work- 
ing conditions for their personnel. These inferior sub- 
stitutes are then erroneously charged with being a 
Bustin Product. 
Thousands of Bustin Safety Grating installations across 
the Nation prove to their users that they have no equal 
for providing durable, effective, safe footing. 
We therefore respectfully request responsible manage- 
ment to investigate the true identity and manufacturing 
source of their unsatisfactory grating installations. 
For those who are truly safety minded—a Bustin Grating 
has no equal. 

Leo Bustin, Pres. 


St Bustin 


_ 


STIN STEEL PRODUCTS INC. 
, NEW JERSEY © Tel. FOxcroft 6-8800 
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beer can had injured his septum—the partition which 
divides the nostrils. It was then that Raul reported the 
accident to his employer. 

The employer refused the claim. Escarra argued 
that he should be excused from the 30-day reporting 
requirement because he did not learn of the injury until 
his visit to the doctor. 

The Florida court agreed with Escarra. Since the 
injury was slight and caused no immediate disability, 
Escarra acted as any reasonable and prudent person 
would under the circumstances. Reporting time, the 
court decreed, does not start until the claimant, as a 
reasonable and prudent person, recognizes the nature, 
seriousness and probable compensable character of the 
injury. 

Claim allowed. 


Escarra v. Winn Dixie, Inc.: Florida Supreme Court, 
131 So. 2d 483 (June 16, 1961) 


Height hazard influences verdict 


Rurus C. Moren went to work one day with what he 
thought was a bad cold. Actually, he had pneumonia. 
On the job, he climbed a 7-foot platform. Seconds 
later, he became dizzy and fell to the ground. 

The employer contended that Moten suffered in- 
juries from lightheadedness caused by his pneumonia. 
The court recognized that falls resulting from causes 
relating to an employee’s mental or physical condition 
are not compensable. But, it recognized that Moten’s 
duties required him to work above floor level. Height, 
in itself, increases injury possibilities. 

Claim allowed. 

Moten v. Chandler Well Service: Oklahoma Supreme 
Court, 363 P. 2d 153 (May 23, 1961) 


Vengeance was not compensable 


Jesus BERMUDEZ, a union shop steward for Bell Con 
tainer Corp., was assaulted and beaten by Peter Congro, 
a fellow employee, during working hours and on the 
employer’s property. 

As a shop steward, Bermudez had the right to with- 
hold full union privileges, and it was because he felt 
the union “was discriminating against the Spanish 
neighborhood” that he refused to issue Congro a signed 
union card. As a result, Congro savagely attacked him. 

Bermudez claimed compensation benefits, argued that 
issuing a union card was part of his job, that the beat 
ing took place during working hours and on his em- 
ployer’s property. 

The court held that while all that was true, the risk 
involved was personal to Bermudez, not one connected 
with his job. Moreover, Congro’s motive was venge- 
ance and not work-connected. 

Claim denied. 

Bermudez vy. Bell Container Corp.: New Jersey 
County Court, 170 A. 2d 541 (April 11, 1961). 





WATER SPRAYS over a wide area from 
sprinkler heads approved in 1952 by the 
Factory Mutual Engineering Division, 
Norwood, Mass. Earlier sprinklers gave 
off coarse drops, covered a much smaller 
area (white lines in photo). The FM 
design now is standard among U.S 
sprinkler manufacturers. 


Brand new sprinkler standards say 


« 


Fewer Sprinklers—Same Protection 


BETTER HOPE your local government keeps up to date 
If it doesn’t, you may lose a lot of money when your 
company buys a sprinkler system for any of its light 
or ordinary occupancy buildings. Here’s why: 

Most local fire and building codes follow fairly well 
standards set by the National Fire Protection Associa 
tion and the National Board of Fire Underwriters. 
Trouble is that many codes don’t change with the times. 
The NFPA and NBFU may change, but the hometown 
rules stay in the period a former President popularized 
as “horse and buggy days.” 

No matter what the associations and insurance com 
panies decide, you have to follow the local codes. 

Nine years ago, Factory Mutual Engineering Divi 
sion approved a new sprinkler. Old designs put more 
water on ceilings than on floors. What water did hit 
floors fell in big drops over a limited area. The new 
sprinklers—which you see almost everywhere in in 
dustrial plants these days—put out water in a fine 
spray over a much larger area. And they put all the 
water on the floor. 

Factory Mutual started, in the words of G. F. Wahl, 
Engineering Division general manager, to “find out 
how few sprinklers would be required under different 
conditions of building construction and occupancy.” 

Last year, FM announced the results of its study. 
Wahl said, “Continuing research has determined that 
a reduction of up to one-third in number would be 
feasible for some types of construction. In many cases, 


substantial dollar savings would come from the change.” 

Associated Factory Mutual Fire Insurance Com- 
panies declared it would approve installation of sprin- 
kler heads with spacing of 130 square feet for ordinary 
hazard occupancies, regardless of the type of building 
construction. On February 6, 1961, the safety and fire 
protection branch of the U.S. Atomic Energy Com- 
mission declared it endorsed the Factory Mutual recom- 
mendation ... on ordinary occupancy hazard AEC risks 
as a substitute for requirements” laid down in existing 
NFPA-NBFU standards. 

These standards called for sprinklers to be spaced at 
intervals of 90 to 130 square feet in ordinary hazard 
occupancies. Spacing varied according to the kind of 
ceiling construction, 

Meanwhile, the NFPA committee on automatic 
sprinklers mulled over the FM recommendations. Its 
final report to NFPA membership suggested changes 
in the sprinkler standards that largely agreed with the 
FM proposals. 

Friday, May 19, at its annual meeting in Detroit, 
the NFPA formally approved the changes. 

Now, you need only two-thirds as many sprinklers 
as you previously would have to install for light or 
ordinary hazard occupancies—provided your local fire 
and building codes will go along with the new rules. 

There is, of course, no need to replace old sprinklers 
or to revamp present sprinkler spacing. But you can 
have equal protection with fewer sprinklers. @ ¢ 
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FOR MORE USES... 
MORE SAFETY— 


Open construction design allows the 
“Bally-Hi”—a two-stage ladder mounted 
on a wheeled frame—to move between and 
over obstacles such as machines—where 
ordinary ladders can’t go. Collapsible out- 
riggers prevent tipping. Reaches heights to 
25 ft., anchors to floor firmly, goes through 
average size doorways when collapsed. 
Equipped with extra safety and comfort 
features that contribute to the user’s sense 
of security. ‘‘Bally-Hi’”’ may be truck- 
mounted. 


Ballymore “Safety-Step” ladders serve industry. 























For complete details write to 
BALLYMORE COMPANY 
WEST CHESTER 14, PA. 


BALLYMORE 


EQUIPMENT FOR WORKING 
Safely awsove FLOOR LEVEL 


ote 





CALL YOUR LOCAL DISTRIBUTOR 
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COMPENSATION 


changes in the law 


Even U.S. law drew a share of the 
revisions made this year on work- 
men’s compensation and occupa- 
tional disease acts. 

Congress, through Public Law 
87-87, effective July 14, amended 
the Longshoremen’s and Harbor 
Workers’ Compensation Act to pro- 
vide maximum weekly benefits of 
$70, to increase by a rather compli- 
cated formula the amount of wages 
used in figuring death benefits, and 
to provide a maximum of $24,000 
for temporary total or permanent or 
temporary partial disability. 


& California extended compen- 
sation benefits to volunteer, un- 
salaried members of sheriffs’ re- 
serves, if county boards of super- 
visors elect to grant the coverage. 
For computing benefits in tempor- 
ary disability cases, maximum week- 
ly earnings were raised to $107.69 
and minimum weekly earnings to 
$38.46. Any benefits payable to an 
injured worker who started a fight 
and was hurt during it were elimi- 
nated. All changes were effective 
September 15. 


& Connecticut did a complete 
job. The old workmen’s compensa- 
tion act was repealed and replaced 
with an entirely new one, effective 
October 1. The new law is known 
as Public Act 491, Acts 1961. 
Basically, the new act is compul- 
sory for all employers of two or 
more people. 


®& Delaware, effective July 10, 
made it possible for an employee to 
get medical aid of his own choos- 
ing. If the injury proves to be 
compensable, the employer is liable 
for the medical costs. 


& Illinois made a variety of 
changes in its Workmen’s Occupa- 
tional Diseases Act. Effective July 
1, for example, the time limit for 
filing claim for disease and disabil- 
ity caused by exposure te atomic 
radiation was extended, and maxi- 


mum and minimum benefits were 
raised to correspond to new scales 
set in amendments to the Work- 
men’s Compensation Act. Also ef- 
fective July 1, the Workmen’s Com- 
pensation Act was amended to pro- 
vide 65 to 80 percent of average 
wages, with a minimum of $31.50 
and a maximum of $61 in benefits 
each week. The scale for payment 
depends on the number of children 
as well as on average wages. 


®& Kansas hiked compensation 
insurance premium rates an aver- 
age of 7 percent, beginning July 1. 
Manufacturers pay about 9.5 per- 
cent more, however, and contractors 
about 8 percent. Total cost to em- 
ployers was estimated at $1,050,000 
a year. Private compensation insur- 
ance carriers said they lost more 
than $6,500,000 during the last 5 
years in Kansas. The rate change 
helps meet the extra cost of ex- 
panded hospital and medical care 
benefits set up by the 1961 State 
legislature. 


® Insurance carriers approved 
in Massachusetts asked for a 4.3 
percent increase in compensation 
premium rates, to reimburse them 
for an increase in benefits that be- 
came effective August 29. 


& Missouri, effective October 
13, will raise maximum temporary 
disability and death benefits to 
$47.50 from $45 a week, and maxi- 
mum permanent disability benefits 
from $40 to $42.50 a week. Maxi- 
mum aggregate death benefits will 
be raised from $15,000 to $16,500. 


& Ohio, effective September 18, 
extended voluntary workmen’s 
compensation coverage to appren- 
tices who are in training under 
“programs of related and supple- 
mental instruction.” 


& Effective May 4, South 
Carolina dropped peach packers 
from coverage under the compensa- 





tion law. Effective May 23, the 
same State made coverage compul- 
sory for the fire control board of 
Lee County and for volunteer fire- 
men appointed by the board. 


> Amendments to Vermont law 
changed the definitions in the oc- 
cupational disease act, added a way 
to determine the date of injury, ex- 
tended the period for which bene- 
fits would be paid. Payment for 
medical care and burial was in- 
creased. The list of occupational 
diseases was expanded. Two sec- 
tions were tacked on the law, in re- 
gard to partial disability benefits 
and restrictions on benefits. All 
changes were effective July 24. 


& Wisconsin, effective August 
1, liberalized an already liberal 
compensation and occupational di- 
sease law. Maximum weekly bene- 
fits went from $54 to $60, and 
maximum death benefits from $15,- 
428 to $17,144. The time for filing 
claims for disability due to exposure 
to radioactivity was extended to 25 
years. The maximum award for 
nondisabling silicosis was raised to 
$7,000. Either a verified or a certi- 
fied medical report now may be 
honored. Insurance companies are 
protected by the addition of the 
words “‘and the workmen’s compen- 
sation insurance carrier” to the end 
of the section in the law that makes 
workmen’s compensation the ex- 
clusive remedy between employees 
and employers. ® ® 


Researchers Probe Cause 
of Train Accident 


DeceMBER 17, 1960, near Trask- 
wood, Ark., a hot box wrecked a 
train. Fire started in the 23 derailed 
cars. Forty minutes later, an ex- 
plosion blew out a crater 100 feet 
across and 30 feet deep. A nearby 
hunter was hurt. There were no 
other casualties. 

One car held 1,250 bags of fer- 
tilizer-grade ammonium nitrate. 
After the explosion, no parts of the 
car could be found. Other derailed 
cars held fuel oil, gasoline, lubricat- 
ing oil, fuming nitric acid, nitrogen 
fertilizer solution, and bulk fertiliz- 
er-grade ammonium nitrate. 





The Manufacturing Chemists’ 
Association and other groups began 
at once to try to find the cause, in 
order to make sure no similar ex- 
plosion would take place in the fu- 
ture. Reports led to no definite con- 
clusions. 

Now, the association is spending 
$60,000 to support research for at 
least a year into the fire hazards 
presented by ammonium nitrate and 
related materials. Robert W. Van 
Dolah, Ph.D., chief of the Ex- 
plosives Research Laboratory, U.S. 
Bureau of Mines, Pittsburgh, will 


head the research team. Dr. W. G. 


ACCIDENT 
PREVENTION 


McKenna of the Bureau of Ex- 
plosives, Association of American 
Railroads, will act as consultant. 

The research will include study 
of the effects of contaminants and 
confinement on the explosive capac- 
ity of solid and molten ammonium 
nitrate, as well as its sensitivity to 
nearby explosions in other mate- 
rials. @ @ 





Preview of 
Congress 


National Safety 
Exhibits begins on 
page 77. 
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health and 

convenience 
for your 

employees 


.. » efficiency and economy for you. 


VI-LA 


You offer your employees: 
Clean hands and face, free 
from dirt, grime and germs. 

And for you: 
Economy — dollars and time. 


The a dispenser 
world’s finest +- for 
skin cleanser every need 


the greatest name in skin cleansing and 
protection — in a dispenser for every need. 


“ve isa St sian 
No. 90 Vi-Lon Dispenser 
96 fluid oz. wall dispenser 


No. 50 Vi-Lan Dispenser 
40-oz. wall dispenser 


No. 815 Vi-Lan Self-Service Unit 
Two 40-oz. dispensers, two indus- 96 fluid oz. portable dispenser for 
trial wiper brackets, large waste bench work, portable work carts, 
disposal bin outside service trucks, oil rigs, 

work shops, etc. 


No. 60 Vi-Lan Dispenser 


For complete details 
write, wire or phone 


AMERON 


ENTERPRISES, INC. 


427 $.20th Street ¢ Louisville 3, Ky. 
JUniper 3-441] 
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Keys to Worker Welfare 


continued from page 55 





finger, it works its way through to the bone. Often, 
the doctor has no choice but to amputate. 

> Certain machine coolants must be kept agitated, 
or they grow rancid. Failure to keep a close watch on 
them could breed dermatitis. 

B® When checking over the installation of fume re- 
moval equipment, see that intake and outgo are bal- 
anced. When ventilating areas with exhaust fans, be 
sure the intake is less than 2 feet from ground level. 

® Highly contaminated air must be scrubbed clean 
before it’s turned outdoors. 

> Brush painters should wear gloves or a protective 
cream. Spray painters should wear an oil-based pro- 
tective cream on their hands and face. They should 
also wear masks. 

® Regular rubbish pickup keeps your plant free of 
germ-laden debris. Nonreturnable oil drums make good 
containers. Store them outdoors until city rubbish men 
call. If you deal with contaminated materials such as 
radioactive waste, have them disposed of by workers 
trained to handle them safely. 

B® Make every effort to get rid of rats, roaches, 
other pests. If you poison rats, be sure the poison is 
labelled and that workers are warned to stay away 
from it. 

& Toilets, showers, locker rooms, should get daily 
attention from the plant sanitation crew. @ © 














SAFETY AND SECURITY 
THRU ENTRANCE CONTROL 


by using 
ELECTRO-MAGNETIC 
SECURITY SCANNER 


on 
Any Door—Gate— 
Entrance—Exit 
for 
24-hour CONTROL of 
DANGEROUS AREAS— 
Restricted Areas—Re- 
served Areas — and 
other Exclusive Areas. 
SPEEDS CLEARANCE 
ADDS CONVENIENCE 
HELPS GUARDS 
GUARD 
REDUCES NO. 
GUARDS 
CUTS COST 
LIFETIME 
GUARANTEE 


for folder—write Dept. S 


SER KEY Sy Sis TEM, Wwe 
BOX 589, BURBANK, CALIFORNIA 


since 1946 
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Maytag looks at lenses 


a There’s more to celestial safety classes than 
Meets the eye. Exacting tests by The Maytag Company, 
for example, uncorked some startling facts about lens 


performance under repetitive impacts. Selection 
& 


of the right combination of hardness and toughness 
as a result of these tests has helped Maytag reduce 
| eye accidents. Before Maytag instituted its mandatory 
satis 2) ee protection program in 1949, visits to the company’s 


—— an an an Ss 
° 






‘has dropped sharply—to 23.3 in 1955 
and 8.4 the past year. Read (next 
page) about the performance of 

‘Willson Super-Tough® lenses in tests 
conducted by Mr. Dan F. Brady," 

“ safety and plant protection engineer. 


WILLSON 


— Oma 
~ 2 
~ Wittson \% 


CBLINIG, 





turn 


- } mies | 
ss 
: page 
id *Member American Society of Safety Engineers 








Comfortable Willson safety glasses with plastic sideshields protect workers from hot sparks, metal chips, molten aluminum, and caustic 
chemicals at The Maytag Company. For some applications, Maytag uses Willson Contour-Specs®, the exclusive hinged-bridge safety 


glasses that replace up to ten sizes of conventional safety glasses. 


Willson Super-lTough’ 


Top—Street-glass lens shattered 
by one blow. 


Bottom—Willson Super-Tough 
lens cracked after 15,867 blows. 


Quality of Willson lenses is proved again by exacting 
tests and safety records of The Maytag Company, 
Newton, Iowa. 

Repetitive blows by a 26-ounce brass hammer from a 
6-inch free fall—156 in. oz—produced these results : 


Consecutive blows 
Lens 


“In a similar impact test,” adds Mr. Dan F. Brady, safety and 
plant protection engineer, ‘‘a Willson Super-Tough lens (above) 
withstood 15,867 consecutive blows without cracking. 


“The quality of Willson lenses also is shown by their role 
in helping to reduce our eye accident rate.” 


Balanced hardness, toughness key to impact resistance 
Reason for outstanding impact resistance is Willson’s uniform 


sofely is worth 
working for 


> SAFETY 
~ CLINIC 


WILLSON 


lenses resist impact 
5 to 9 times longer 


heat treatment. This ‘annealing’ process assures the 

proper balance of hardness and toughness. Hardness 

resists penetration. Inner core toughness, with correct 

tension, resists impact. Any defect in ophthalmic glass is 
exposed during heat treatment. 


Also important for eye safety is uniformity of hardening. . . 
or absence of surface strains. Each Willson lens is tested for 
uniformity in a polariscope. Any lens which does not produce 
the cross pattern indicative of uniform heat treatment is re- 
jected. But that’s only the beginning. 


Every lens is tested for striae, waves, and other defects af- 
fecting vision. The lens is held in front of a telescope focused 
on a 4”-diameter circle 35 feet away. Perfectly parallel lens 
surfaces make cross-hairs inside the scope fall within the circle. 


Willson offers fast service, too! An order for safety equip- 
ment is delivered at Maytag within four days by Safety Coun- 
selor Ward Andrews, Protective Equipment Company, Chicago. 


Contact your Willson distributor for a closer look at de- 
pendable eye, ear, lung, and head protection. 


Willison Products 

A Division of the Electric 
Storage Battery Company 
Reading, Pennsylvania 

in Canada: Safety Supply Company 
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Your Treasurer will 


LOVE jou- 


when you save him 20% to 30% of his 
premiums for compensation insurance 


And it is being done—by reducing acci- 
dent frequencies by vision screening. 
How much can YOUR plant save? A 
trained technician will estimate this. 
Write for records of substantial reduc- 
tions in compensation premiums. 
KEYSTONE VIEW CO., Meadville, Pa. 
Originators of Binocular Vision Tests for Indus- 
try. Have your own vision screened at the 
National Safety Congress; visit us at Booth 150. 





You'll Make These Items AQT 


CONTAINERS 


... With ACROFLEX, ...... «tt? “= 
the PLIABLE, NOTCHED # ? a 
STEEL STRAPPING = ““===xxm, ’ 


GUARDS ENCLOSURES 


Your maintenance depart- 

ment will find Acroflex as 

handy as nails and wire. 

You'll use it to fabricate 
guards on all dangerous 

points of moving machin- : 
ary. Acroflex consists of a series of angular connected 
links in 8’ or 10’ lengths, with each link pierced to re- 
duce drilling when used with wire mesh or expanded 
metal. Used for fastening metal to metal, metal to 
wood, or wood to wood at right angles in 

numerous shapes. 


FREE ADDITIONAL DATA is contained 
in this folder. Write for your copy today. 
Ask for bulletin A59. 


Territories available for qualified representatives. 


ACRO METAL STAMPING COMPANY 


342 E. Reservoir Ave., Milwaukee, Wis. 
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WMISTI-MAZE 
Electronic Precipitator 


Here’s the modern solution to localized plant air 
pollution problems! Compact Misti-Maze Precipi- 
tator can be installed near operation involved. Its 
new, improved design provides efficiency in a 
smaller unit. Air is cleaned and vented back into 
plant, eliminating loss of heated or cooled air. 
Coolants can be returned to machine for reuse. 
Easy to install . . . no special connections. 


Install Misti-Maze For These 
Important Air Cleaning Benefits: 
Lowers heating and cooling costs. Ideal for air condi- 


tioned plants. Avoids necessity for frequent cleaning of lighting 
fixtures. 


Increased worker efficiency. Reduce absenteeism and im- 
prove output and quality of production through better operating 
conditions. 


Reduces health hazards. Smoke particles, grease and irri- 
tants are removed from air. 


For full details, write to Air-Maze Corporation, Cleveland 28, Ohio 


‘AIR-MAZE DIVISION LR, 


awe 
CLEVELAND 28, OHIO See 


ROCKWELL-STANDARD CORPORATION 
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MAKE TRAFFIC SAFE 


ne 
is i 24 .% oe i 


Ear ea 
(©) (0) 
with KLEAR-VU satery MIRRORS 


A safe approach to the blind corner problem in your plant 
or warehouse. Ideal for use in public garages, institutions, at 
loading docks and various other points where traffic converges. 


Klear-Vu convex safety mirrors cover a viewing angle of 160°. 
Mounted at a height of 8 to 10 feet, they clearly reflect oncoming 
intersection traffic to both power truck operators and pedestrians. 


Klear-Vu is the quality traffic mirror and is available in either 
convex or flat glass styles. 
stvie | wo. stv.e|no.| size | Easy to install, adjustable to 
CIRCULAR | 120 - TFLAT | 918] 9°xi8" j i 

CONVEX 180 & 180 M.R. : GLASS Po wiser any desired angle Equipped 
GLASS | 240. 4 240 MR. | 24° 2436 | 24x36" § ~With swivel assembly and 


300 & 300 M.R. " 7 °M.R. indicates metal ; raek 
360 & 360 M.R. P rim iior cutiaae use) mounting br ac ket 3 











Special sizes made to order. Polished flat metal mirrors available. WRITE FOR BULLETIN 


LESTER L BROSSARD CO 540 NORTH MICHIGAN AVENUE 
bd 7 CHICAGO 11, ILLINOIS 





Quality construction at a budget price! 
Folds down to 42" x 41/4" x 19!/". Vinyl- 
impregnated fabric bed. Adjustable head 
piece. Handles designed for easy carrying. 
Complete — $89.50 


SINGLE LOADER 
AMBULANCE COT 


Efficient @ Low Cost © Engineered for 
Strength. Extra-wide wheel track protects 
against tipping. Adjustable head and foot 
rest. Foam mattress, Koroseal cover. 
Complete — $225.00 
Bo d EDGEWATER BRANCH 
THE MOGPrGner MANUFACTURING CO. SSiwarer srance 
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LDEN SHOE CLUB 


Dedicated to Foot Safety 


To inquire about club 

membership, write the 

Golden Shoe Club, 1509 

Washington Avenue, St. 
Louis 66, Mo. 


William J. Gleason took his pneu- 
matic portable grinder to the tool 
room and had a new 8-inch grinding 
wheel put on. When he started to 
grind, the wheel exploded, tearing 
off the guard and throwing pieces 
of the wheel in all directions. A 
large section hit Gleason on the foot, 
cutting a gash in the leather of his 
safety shoe and denting the steel cap. 
Officials at Southern Pacific Co., Sac- 
ramento, Calif., believe the shoe saved 
his foot from painful injury. 


Henry M. Hall, Chrysler Corp., 
Delaware City, Del., and another 
worker were installing a transmis- 
sion in an engine. With frightening 
suddenness the 85-pound transmis- 
sion slipped out of their hands. It 
fell 3 feet, striking Hall on the right 
foot. No injury resulted, thanks to 
his safety shoe. 


D. G. Salomon was digging firmly 
packed soil with a pneumatic clay 
spade. The spade struck a rock, 
glanced off, chiselled its way through 
the shoe leather of Salomon’s left 
foot, laid bare the steel cap. His 
foot was unhurt. The location was 
Union Electric Co., St. Louis. 


Teresa Brackin was pulling a 
buggy of yarn when the center wheel 
of the spin buggy ran over the toe 
of her safety shoe. The impact tore 
the leather from the cap of her shoe. 
This Cinderella wasn’t wearing glass 
slippers; steel-toed shoes protected 
her from serious injury. This hap- 
pened at the Chemstrand Corp., Pen- 
sacola, Fla. 


Charles Tinsley and a co-worker 
tried to unload a steel compromise 
box from a wooden pallet at Laclede 
Steel Co., Madison, Ill. One corner 
of the 480-pound box dropped be- 
tween the slats. It started to roll and 
dropped onto Tinsley’s foot. His 
safety shoe absorbed the force of the 
blow. No injury. 





Circle No 


TYPE SK-3 


COMPLETE KIT only 


instructions — in 


7318 W. Ainslie Avenue . 


DEX” : 
TECTS 
ST... 


(partial list) 
“KERODEX” +71 
ACIDS 


AMMONIA 

ANILINE DYES 
BATTERY ACIDS 
CAUSTIC SODA 
CEMENT (Wet or 

Dry Powder) 
DETERGENTS 

DYES (aqueous) 
EPOXY RESINS 
FORMALDEHYDE 
PAINTS (water base) 
PLATING SOLUTIONS 
RUST PREVENTATIVES 
SALTS 

SILICATES 
SOLDERING FLUXES, 
FUMES, PASTE 
STEEL PICKLING 
SULFURIC ACID 


REA — 
FORMALDEHYDE 
GLUES 


“KERODEX” +51 














ARBON 
TETRACHLORIDE 
CELLULOSE 
SOLVENTS 
CUTTING OILS 
(lubricants) 


Q 
LEAD DUST and 
FUMES 


PAINTS (oil) 

PAINT REMOVERS 
(solvent) 
PLASTICIZERS 
RUBBER SOLUTIONS 


TAR 
THINNERS 
6111 
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Prevent Failures 


FIND CRACKS or 
LEAKS FAST 


WITH LOW-COST 


Longer wear in every pair! Available 
in various’ sizes, gauges, lengths, 
colors and surface finishes. Natural 
rubber or genuine Dupont neoprene 


® : ‘ 
P latex. Contoured fingers for more 
po Cc @C “a comfort, better fit. 
DYE PENETRANT INSPECTION _ rs 


FOR SAFETY—find cracks before they 
cause accidents. 


Check machines and parts—shafts, gears. 
pressure vessels, tanks. hoists and hooks, 


$36 tools, supporting members, etc.—during 
F.0.B 


overhaul or in routine maintenance 


Chicago Spray on Spotcheck Cleaner, Penetrant, 
All materials in spray-cans — 
fire-safe. Includes: 
Cleaner, 2 cans Penetrant, 2 
cans Developer, cleaning brush, bright red 
rugged steel 
carrying case. Replacement ma- 
terials available, ask for details 
Price: Continental U.S.A. only 
and Hawaii—F.0.B. our plant, and loss, making operations safer in 
Chicago, III., plus local taxes. 


Developer. Complete test takes just a few 


4 cans minutes per part—costs just a few pen- 


nies. Every dangerous defect pops out in 
against white background 
can’t be overlooked. Be sure, with Spot- 
check —a standard safety and mainte- 
mance test that is preventing downtime 


SEND FOR TEST OFFER! 


CATALOG Write us on your 
NO. G-5 firrn’s letterhead 
of complete for sample gloves 


P for test pur- 
thousands of industrial plants. ! li 
ial plants gtove line poses 


ORDER FROM YOUR DISTRIBUTOR — or direct 
x< MAGNAFLUX CORPORATION 


SEIBERLING LATEX PRODUCTS 


A Subsidiary of General Mills New Bremen, Ohio 


Chicago 31, Illinois 


EVEN FULL 
STRENGTH 
HYDROCHLORIC 
ACID , ~ 
CANNOT TOUCH THIS HAND... 
... PROTECTED 
WITH 


“KERODEX’ 


This dramatic 60 second laboratory test proves the superior protective 
qualities of “KERODEX'’ 71. Note: In working with hydrochloric acid, 


standard safety precautions should always be observed 


iN-PLANT TESTING OFFER AVAILABLE. “KERODEX” Protective Barrier = * mas. 
rd 


Cream is used in 4aboratories and factories of America’s largest manufac- ae 
Es 
= 

7 


ONE DOZEN 1/4 LB. TUBES OF #71 OR #51 FOR ONLY $10.80 


turers . to speed hazardous processes, cut down wash-up time, save 
expensive soaps, cleaners and solvents. Available as ‘“‘KERODEX" =71 ‘for 
wet work, ‘‘KERODEX"’ =51 for dry work.To prove the worth of ‘‘KERODEX”’ 
in your plant, order this test offer. 


FREE INFORMATION !1S AVAILABLE TO YOU-WRITE FOR :IT 


Write Dept. OH-10 
“KERODEX” is sold only by AYERST LABORATORIES + 22 East 40th Street, New York 16, N.Y. 
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DON’T find out 


~accident 


In safety equipment, second best just won’t do! 


Get the facts on the safety equipment you need. For 31 years, the Rose 
Manufacturing Company has been designing, testing, and manufacturing 
the finest safety equipment in its field. 


Sofet unouyn COIL SHOCK ABSORBER AND LANYARD 


The Safe-Hi Unolyn Shock Absorber and Lanyard are safe two ways! A 50-inch 
length of Nylon Lanyard is coiled around a 10-inch length of Unolyn. After the 
Unolyn has stopped the fall and absorbed the shock, the Nylon lanyard retains 
full strength and safety. Unolyn s-t-r-e-t-c-h-e-s to 5 times its own length—one 
pound of Unolyn absorbs up to 25,000 foot-pounds of kinetic energy—to guard 
against broken ropes, anchors, belts and broken men due to impact in stopping falls! 


Sofet Lavver SHOES 


Safe-Hi Ladder Shoes hold on all surfaces be- 
cause they combine fibre and neoprene in the 
tread. This combination holds any ladder safely 
on wet, dry or slippery surface. The self-sharp- 
ening steel spike flips down for ice or snow. 
Listed by Underwriters Laboratories for 
all surfaces. Also available in spark-re- 
sistar': metals. 


Sof cuest-waist BELT 


The Safe-Hi “Chest-Waist” belt is the safest belt made for 
workmen in high places, because it divides the shock load : 
to two separate areas of the body—the chest and the waist. 
It also assures proper adjustment; the shoulder-supported (As 





chest belt can be worn loose for comfort, but the un-sup- 
ported waist belt must be worn snug, thus preventing the 
fatal “slip-out” accident in a fall. 

Other Safe-Hi Safety Belts include Car Dropper’s Belt, 
Grab Belt, Heavy-Duty Construction Worker's Belt and 
Window Cleaner Belt. 


Sue nuro SEAT BELT 


The “all nylon” Safe-Hi Auto Seat Belt has been safety-engineered to reduce 
crippling injuries and deaths resulting from highway accidents. The entire belt 
assembly, including the floor hardware, test far beyond C.A.A. rated strength for 
airplane seat belts! The 2-inch-wide webbing is 100% nylon, shock-absorbing, very 
long wearing and easily kept clean. It is light and comfortable to wear, and can 
be instantly adjusted or released. The Safe-Hi Auto Seat Belt will fit any person, 
any seat and any car or truck. 


Safe-Hi Seat Belts meet or exceed U.S. Gov't specifications. 


P cendaag 


OTHER SAFE-HI PRODUCTS 


Other Safe-Hi Products include the Safe-Hi Ladder Climber, Chisel Grip, Rope 
Grab Shock Absorber, Ladder Lash Pole Grip, Wall Grip and Adjustable Bo’suns 
Swing. 


You’re sure you've got the best with € 
Sofe tt 
[ose manufacturing co. 


2700 W. BARBERRY PLACE @ DENVER, 
Circle No. 59 on reader service card 


COLORADO 
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For information about 
Turtie Club membership, 
write the Reader Service 
Department, Occupational 
Hazards, 812 Huron Road, 
Cleveland 15, Ohio 


John Harvey Cleaver, State Elec 
tricity Commission of Victoria, Aus- 
tralia, was walking between boilers 
at a power station. A 4-pound steel 
pinch bar toppled 50 feet from the 
top of a boiler. As misfortune would 
have it, he was hit on the head. But 
as foresight would have it, his safety 
cap protected him from severe head 
injury. 


Louisa Ann Wessling was explor- 
ing a cave for the National Speleo- 
logical Society in Mansfield, Mo. As 
she started to climb the cable ladder 
to the upper level, a loosened stone 
tumbled from 15 feet above and 
struck her on the head, dazing her 
momentarily. Her safety _—ihat 
cushioned the impact, proved that in 
some cases a safety hat is smarter 
fashion than a Fifth Avenue cha- 
peau. 


Dow Chemical Co., Pittsburg, 
Calif., records this episode of nearly 
fatal head injury. Raymond Faria 
was working in the maintenance 
shop. A 50-pound tank pedestal 
fell 2 feet, struck Faria on the back 
of his head. His safety cap absorbed 
the blow completely. 


At the International Paper Co. 
Western Operations, Gardiner, 
Mont., Martin E. Kiesow walked un- 
der a timber slide to signal another 
electrician. At that moment a 12 by 
12 by 30 fir timber slid down, strik- 
ing him a glancing blow on the front 
of his head. Kiesow’s safety cap 
protected his head from the terrific 
impact and spared him from fatal in- 
jury. 


Anthony L. Fish of the Department 
of Water & Power, Los Angeles, was 
kneeling at the end of a 6-foot pipe. 
The jack he was using slipped and 
struck him on the top of his head. It 
knocked him flat, but his safety hat 
took all the punishment, not his head. 











WHAT WILL 
KEEP HIM SAFE? 
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BootH 


Acme Protection Equipment Co. 71 
Advance Glove Manufacturing Cc. 20 
Aetna Casualty & Surety Cos. 103-104 
Akron Brass Manufacturing Co. 196 
Alan Wood Steel Co. 119 
American Allsafe Co. 21 
American Biltrite Rubber Co. 115 
American Chain & Cable Co. 3-4 
American Industrial 

Safety Equipment Co. 176 
American LaFrance Division, 

Sterling Precision Corp 116-117 
American Optical Co. 78-81 
American Society 

of Safety Engineers 309 
Ampco Metal, Inc 10 
Ansul Chemical Co. 92-93 
Antrex Corp 210 
Apex Safety Products, 

3oyer-Campbell Co. 171 
Atlas Safety Equipment Co. 255 
Auto-Crat Manufacturing Co. 224 


b 


Bacharach Industrial 
Instrument Co 

W. M. Bashlin Co. 

Bauer Manufacturing Co. 

Bausch & Lomb, Inc. 

Beam’s Manufacturing Co. 

Alfred M. Best Co. 

Bethlehem Steel Co. 

Lester L. Brossard Co 


Lineman’s phasing tester 
Booth No. 1 

A. B. Chance Co.’s phasing tester 
determines the correct phase rela- 
tionship before you join circuits. It 
consists of two high-resistant poles 
and a voltmeter mounted on two 


Epoxiglas insulated housings joined 
by 22 feet of 15-kilovolt insulated 
exible cable. Step 1 determines if 
the lines are active. Step 2 assures 
correct connection of the phases. 
Circle No. 171 on reader service card 


Sling chains 
Booths No. 3-4 


American Chain & Cable Co. will 


BooTtH 


Stewart R. Browne 

Manufacturing Co. 151 
R. H. Buhrke Co. 111 
. D. Bullard Co 126-128 
ustin Steel Products, Inc. 306 


E 
B 


c 


Campbell Chain Co. 230-231 
A. B. Chance Co 1 
Charleston Rubber Co 32 
Chemical Corp 40 
Chicago Eye Shield Co 72-74 
Chrysler Corp 46 
David Clark Co 311 
J. R. Clark Co 222 
Columbus McKinnon Chain Corp. 68-69 
Cornelius Co. 308 


Davis Emergency Equipment Co. 
Detex Watchclock Corp. 

R. E. Deitz Co 

Dockson Corp 

Dow Corning Corp. 

Draeger Oxygen Apparatus Corp 


Eagle Manufacturing Co. 
Edmont, Inc 

Electronic Specialties Co. 
Elkhart Brass Manufacturing Co 


feature its newest development in 
Kuplink sling components. This mas- 
ter link simplifies the assembly of sin- 


gle leg slings by making the coupling 
an integral part of the master link. 
There is no need for a separate cou- 
pling at that point. 


Circle No, 172 on reader service card 


Grounding device 
Booths No. 5-6 


W. M. Bashlin Co. will exhibit its 
No. 336 grounding device in addition 
to its linemen’s equipment. The de- 
vice grounds conductors up to and 
including 336,000CM ACSR_ while 
they are being strung. It is made of 
aluminum with brass axles and a 
flexible copper attachment for the 
ground line. Metal graphite spring- 
loaded brushes on the top sheaves in- 
sure positive and continuous contact. 

Circle No, 173 on reader service card 





300TH 
Elliott Service Co 24 
J. H. Emerson Co. 143 


f 


Falcon Alarm Co. 316 
Federal Sign & Signal Corp. 192 
Fendall Co. 44-45 
Ferno Manufacturing Co. 194 
Fibre-Metal Products Co. 179-181 
Fine Organics, Inc. 125 
Ford Motor Co. 41-42 
Frommelt Industries, Inc 62 
Fyrepel Products, Inc 323 


Fyr-Fyter Co. 146-149 


General Fire Extinguisher Corp. 60-61 
Glendale Optical Co. 198 
Globe Co 183-184 
Globe Industries, Inc 168 
B. F. Goodrich 

Footwear & Flooring Co. 302 
Grinnell Co 221 
Granet Corp 170 
Gro-Cord Rubber Co 120 


h 


A. E. Halperin Co. 
Haws Drinking Faucet Co. 
Hild Floor Machine Co. 


BoorH 


Hopefeld Industrial 
Manufacturing Co 

Horizon Industries, Inc 

Hygiene Research, Inc 

Hy-Test Safety Shoes Divis:on, 
International Shoe Co 


Industriai Acoustics Co 
Industrial Gloves Co 
Institute of 

Industrial Launderers 
Insto-Gas Corp 


bo 


International Film Bureau, Inc 
Interstate Rubber Products Corp 
Iron Age Safety Shoes, 

H. Childs & Co 


tM urs bo 


sy 


D. Jay Products Corp 
Jackson Products, 
Air Reduction Sales Co., 
division of Air Reduction Co 
Jomac, Inc 
fones & Co 
Junkin Safety Appliance C 
lustrite Manufacturing Co 


i 


Karel First A 
Keystone View 


Walter Kidde & C 


Bootu 
96-97 
Kimball Safety Products Co 114 
Mathias Klein & Sons, Inc. 65-66 
Knapp Bros 

Shoe Manufacturing Corp. 220 
J. Kunz Glove Co 156 


hemicals, Inc 
Legge Co 
safety Shoe Co 


gency Showers, Inc 


Thom McAn Safety Shoe Division 118 
J. A. McDermott Corp 37 
McKay C 312 
Maico Electronics, Inc 223 
Marsh & McLennan, Inc. 134-135 
Martindale Electric Co 229 
Medical Supply Co 136-138 
troy Life Insurance Co. 139 
» Inc 318-319 
Division, 

nneapolis Honeywell 
gulator C 163-164 
Milburn Co 59 
144-145 


83-86 


Miller Equipment Co 
Mine Safety Appliances Co 


Mining 


& Manufacturing Co 


Minnesot 
173-174 


continued on next page 


Portable heaters 
Booth No. 7 

Insto-Gas Corp.’s TSAP heaters 
are portable—ideal for furnishing 
heat on construction jobs and for in- 
dustrial spot or area heating. Use 
them to heat tool and machine sheds, 


ee 
ree comme OR omens ee 


& 


milk houses, engines. Three adjust 
table legs allow you to rotate the 
heaters in any horizontal direction. 
Heaters have heavy steel cases, with 
rugged protective grilles over tubu 
lar elements. 


Circle No. 174 on reader service card 





The reader service card follows page 130 


Products mentioned here bear manu 


facture? ssessments 





Sling hook 
Booth No. 8 


On exhibit by S. G. Taylor Chain 
Co. will be the Tayco sling hook 
No. A-75 for use with 1%-inch and 
13g-inch diameter alloy steel chain. 
This hook is drop-forged and heat- 
treated. The says it will 
not bend if the load limit of the chain 
is not exceeded. 


company 


Resistance to shock, 


work-hardness, 
high. A 
shackle pins and wire rope thimbles. 
The hook has a wider, deeper throat 
than most hooks. 


and grain growth is 
large eye accommodates 


Circle No. 175 on reader service card 


Safety box toe 
Booth No. 9 
Safety Box Toe Co. 


for th 


states that 
first time it is possible 
safety shoes that duplicate 
styles of dress shoes. This 
is done by means of the 300 steel 
box toe, which combines style with 
protection. 


comtort and 


Circle No. 176 on reader service card 


Aluminum pipe wrench 
Booth No. 10 


A 48-inch forged aluminum pipe 
wrench with replaceable nonferrous 


continued on next page 
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Congress Exhibitors 


continued from page 79 





Bootu 
n 


National Chemsearch Corp. 186 
National Medical Supply 235 
Newco Manufacturing Co. 187-188 
Notifier Corp. 321 


OccuUPATIONAL HAZARDS 54 
Ohio Chemical 

& Surgical Equipment Co. 322 
Onox, Inc. 14-15 
Osborn Manufacturing Corp. 226 
Oxy-Gear, Inc. 325 
Oxygen Equipment & Service Co. 314 


Pac-Kit Safety Equipment Co. 39 
G. H. Packwood Manufacturing Co. 110 
Patent Scaffolding Co. 98-99 
Pecks Products Co. 185 
Pioneer Rubber Co. 19 
Portable Light Co. 155 
Porto-Clinic Instruments, Inc. 

Positive Safety Manufacturing Co. 
Prairie State Products Co. 

Progress Industries, Inc. 

Protectoseal Co. 

Pulmosan Safety Equipment Co. 


Products on Display 


continued from page 79 





jaws joins the line of Ampco Metal's 
nonsparking hand tools. It weighs 
only 14 pounds, yet handles tough 
jobs safely and dependably. This 
spark- and corrosion-resistant, non- 
magnetic pipe wrench is also avail- 
able in five smaller sizes. 
Circle No. 177 on reader service card 


Wire rope slings 
Booth No. 11 


Tuffy machine-braided slings, hoist 
lines, and special-purpose wire ropes 
are tailored to every use, every 
weight and shape of load, every 
working condition. Tuffy’s exclusive 
fabric gives extra strength and flexi 
bility, makes knotting and kinking 
next to impossible. Union Wire Rope, 


Armco Steel Corp., makes these slings. 
Circle No, 178 on read: service card 


Gloves 


Booths No. 12-13 


Jomac, Inc., will exhibit Jomac 
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BootH 
r 


Racine Glove Co 199 
Radiator Specialty Co 165-166 
Rhett Woodworking Safety Guards 189 
Riegel Textile Corp 191 
Rockwood Sprinkler Co. 112-113 
Rose Manufacturing Co. 30-31 


Safeguard Manufacturing Co. 
Safety 
Safety Clothing & Equipment Co. 

Safety First Products Corp. 

Safety First Shoe Co 

Safety Tower Ladder Co 

W. H. Salisbury & Co 90-91 
Sarole, Inc. 2 
Sawyer-Tower, Inc. 131 
Scott Aviation Corp. 121-122 
Searjeant Metal Products, Inc. 301 
Seiberling Latex Products 317 
Sellstrom Manufacturing Co. 132-133 
Servus Rubber Co. 320 
Speakman Co. 167 
Standard Safety Equipment Co. 34-35 
Standard Signs, Inc 315 
Stephenson Corp 29 
Stephen-William Co 304 
Stonehouse Signs, Inc 129 
Stop-Fire, Inc. 70 
Surety Rubber Co 67 
Switzer Bros. Inc 214 
Swivelier Co. 208 


30x Toe Co. 





Exhibitors’ list as of August 28, 1961 


work gloves, hand guards, safety 
sleeves, along with North PVC coated 
gloves, wet weather clothing, and 
safety clothing. 

Circle No, 179 on reader service card 


Foot care 
Booths No. 14-15 


Onox, the skin-toughening solution 
for the treatment and prevention of 
athlete’s foot, is now available in per- 
sonal 6-ounce spray bottles. Onox, 
Inc., claims that five treatments cost 
about a cent, and the squeeze bottles 
are refillable from gallon containers 
at bulk prices. 


Circle No. 180 on reader service card 


Foot and leg protection 
Booths No. 16-17 

Industrial Gloves Co.’s Duo-Wrap 
knee leggings wrap around the leg, 


300TH 
t 
S. G. Taylor Chain Co 
Tect, Inc. 
Titmus Optical Co. 


U-C Lite Manufacturing Co 217 
Union Wire Rope Division, 

Armco Steel Corp. 11 
U.S. Rubber Co. 178 
U.S. Safety Service Co. 100-102 


w 


Wagner Sign Service, Inc. 234 
Wamsutta/Pacific 

Industrial Fabrics 305 
Washington Mortuary Supply Co. 194 
Watchemoket Optical Co. 140-141 
Welsh Manufacturing Co. 123-124 
West Side Iron Works, Inc. 218 
Wheeler Protective Apparel, Inc. 77 
Williams Jewelry 

& Manufacturing Co 48 
Willson Products Division, 

Ray-O-Vac Co. 107-109 
Wilson Rubber Co. 23 
Wolverine Shoe & Tanning Corp. 

Haus of Krause Division 43 
Woolrich Woolen Mills 219 


Zenith Radio Corp. 307 


leaving no flap to contend with. They 
are snuggly tailored at the top to pre- 


vent splashes of metal or sparks from 
going inside. Foot flare is thread- 
and-steel sewn to prevent burning 
out. The standard size fits most legs. 
An extra large size is available. 
Circle No, 181 on reader service card 


Dress safety shoes 
Booth No. 18 





Circle No. 60 on reader service card 


for the newest and finest in safety... 


keep your eye on ad VG 


at booth 167 
National Safety Congress & Exposition 


New Lifesaver deluge shower 

with impeller action 
New eye and face wash chewes head New safety catalog S-100 
Twin curtains of soft aerated water follow instant! id ft. swirling del Includes our entire new 1962 line. Write 
facial contours . . . smoothly wash away ee Soy One Cone for, your free copy today. 


: we f water that washes contaminates from 
contaminates. No harsh streams of driving : ; ey : 
jets. It’s safe and effective. the entire body and clothing immediately. 


SPEAKMAN COMPANY 


WILMINGTON 99, DELAWARE 


Safety First Shoes, Inc., will dis- gloves have an outer coating of pylox curved to fit human fingers, increase 
play its all-occasion oxford in ma and are reinforced with a soft, dur- comfort and protection. 
hogany grained leather with hand- able interlock knit-cotton lining. They Circle No. 184 on reader service card 
stitched Guantone seam that parallels will not corrode from contact with 
the sole. Leather outersole, leather acids or other industrial chemicals. 
stormwelt, perspiration-resistant in- Circle Ne. 183 on reader service card 
nersole, and glove-tanned cowhid 
lining make the oxford look as stylish Glass gripper glove The American Allsafe Co. non- 
as any dress shoe. Booth No. 20 conductive, fiberglass-reinforced plas- 
Circle No, 182 on reader service card x tic ladder with polyurethane core is 
Advance Glove Manufacturing capabl 


Fiberglass ladder 
Booth No. 21 


of supporting 2,000 pounds. 
h a k 7 Primarily for public utility mainte- 
Chemical workers’ gloves nance, plant maintenance, construc- 


Booth No. 19 


Positive protection for workers’ 
hands and forearms is the outstand 
ing feature of the extra-long VL-36 
industrial gloves to be exhibited by 
Pioneer Rubber Co. The 14%-inch 


Co.’s glass gripper glove offers real 
safety in handling glass, tile, lumber, 
concrete blocks, and sharp metal. 
Flexible and long-wearing, it pro- 
vides excellent grip on dry, slick sur- 
faces of all kinds. Box-tip fingers, continued 
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Products on Display 


continued from page 81 
For 

Factory assembled NV tion, and shipbuilding. It is light 
the man ‘a 


Herc-Alloy Slings Se: weight and moisture-proof, requires 
‘ have welded cou- v little or no maintenance. 

who wants f \ pling links... are ’ Circle No, 185 on reader service card 

; ‘ registered and , 
+ \l . . a 
, tagged with in- Lantern 

everything dividual serial Booth No. 22 
numbers. 








The Justrite Manufacturing Co.'s 
Select-A-Beam lantern is adjustable 
from a mere glow to a powerful con- 


in 


HERC-Alioy 


SLING CHAINS 


@ high resistance to impact loading 
@ maximum safety for overhead lifting : centrated beam. The dial switch al- 
® lighter weight for easier handling ’ lows easy, gradual adjustment. The 
@ long life on toughest jobs Select-A-Beam works on four stand- 
ard flashlight batteries, hooks on a 
Herc-Alloy is the original alloy steel chain...was the ; worker’s belt or on a screw in the 
first to be tested, registered and guaranteed in slings wall, 
.was the first to be permanently branded with Circle No. 186 on reader service card 
embossed make and grade marks.. 


has been the favorite of many experi- : Disposable gloves 
enced chain buyers since 1933. ’ Booth No. 23 


The Wilson Rubber Co.’s Tru 
Touch glove can let you feel every 
tiny dot in a book of Braille. Ideal 


Send for the Herc-Alloy Data Book — in- 
cludes valuable information on the selec- 
tion, care, use and inspection of slings. 


SLINGS IN A HURRY! 


Make up your own quality slings 
with genuine Herc-Alloy compo- 
nents (chain, master links and hooks) 
and Hammerlok coupling links, all 
quickly available from your CM 
Distributor. No peening, no welding. 
Simple, safe. Ask for Hammerlok 
instruction folder. 


Call your CM chain distributor 


COLUMBUS McKINNON CHAIN DIVISION 


COLUMBUS MCKINNON CORPORATION 

TONAWANDA, N.Y. ‘ 

NEW YORK (Mountainside, N.J.) * CHICAGO for inspection work, small parts han- 

CLEVELAND + SAN FRANCISCO (Factory Branch) 2 , dling, and any industrial operation 

In Canada: COLUMBUS McKINNON LIMITED, ST. CATHARINES, ONTARIO : where touch sensitivity is important. 

" 4 These polyvinyl chloride gloves are 

‘ 4 = only .006 inch thick, yet are very 

RUGGED DURABLE CY tough, with a tensile strength of 1,000 

to 1,200 p.s.i. Sizes are small, me- 

dium, and large. 

Circle No, 187 on reader service card 


Elliott display unit 


Cc | A | N j | Booth No. 24 


Add impact to your safety educa- 





Circle No. 61 on reader service card 
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tion and promotion with the model 60 
display unit. Special lighting fea- 
tures, controlled by a switch on the 
unit, attract readers. You get the 
unit with a complete visual program 
on safety. To be shown by Flliott 
Service Co. 
Circle No. 188 on reader service card 


Abrasion-resistant glove 
Booth No. 25 


Edmont, Inc., reports its new plas- 
tic compound greatly improves resist- 
ance to solvents and abrasion. Only 
a normal coating gives toughness, 


yet the glove retains flexibility and 
comfort. Choose from: palm-coated 
knitwrist; fully-coated knitwrist; 
palm-coated band top; palm-coated 
safety cuff; 10-, 12-, or 14-inch fully- 
coated gauntlets. 

Circle No, 189 on reader service card 


Driver testing 
Booth No, 28 

The Porto-Clinic measures drivers’ 
weaknesses. It tests visual acuity, 
color recognition, field of vision, 
depth perception, simple and complex 
reaction time. As a result of these 
tests drivers can be trained to com- 


pensate for their limitations. Porto- 
Clinic Instruments claims it has be- 
come ihe backbone of safety pro- 
grams among civil, police, and mili- 
tary authorities. The Porto-Clinic is 
used by truck and bus fleet operators 
and by many plants concerned with 
motor vehicle and traffic safety. 
Circle No. 190 on reader service card 


Resuscitator 
Booth No. 29 


Stephenson Corp.’s compact and 
versatile Minuteman resuscitator 


weighs 28 pounds. It has adjustabic 


continued on next page 





What put out the 
flo-coat and drier fire? 


For fires in flo-coaters, driers, quench tanks, dip tanks, 
storage rooms... nothing beats a Kidde fully automatic 
carbon dioxide fire extinguishing system. U.L. and F.M.- 
approved Kidde systems go into action at the first sign of 
a blaze, snuff out fire in seconds, leave no mess to clean up 
later. Protect yourself by protecting volatile solvents, 
gases, flammable liquids—all hazards—with an automatic 
Kidde system. Kidde’s 40 years’ experience can help you 
guard any fire hazard. Write today and find out how. 


Industrial and Marine Division 


e Walter Kidde & Company, Inc. 
948 Main St., Belleville 9, N. J. 
) e@ Walter Kidde & Company of Canada Ltd. 


Montreal — Toronto — Vancouver 
Circle No. 62 on reader service card 
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too rough 
to handle? 


No. 511X 


& 


No.120 


Wuere the material you work with 
is extremely abrasive, has barbs as 
sharp as razors — that’s where you 
need Racine Wire-Stitched Gloves! 
Designed to give you complete 
hand protection under the most 
hazardous conditions. Racine 
Gloves also give you greater finger 
dexterity and durability. 

Your nearby Racine Glove dis: 
tributor is stocked and ready to 
serve you. Order from him today 


FREE JOB-TEST...send us inde- 
tail, a description of materials to be han- 
dled, temperature conditions and type of 
job operation. We will then recommend the 
correct gloves and send FREE samples for 
you to test. 


Racine 


GLOVE COMPANY, INC. 
RIO, WISCONSIN 
Safety Gloves and Appare!/ 
FOR INDUSTRY 


Circle No. 63 on reader service card 


84/Occupational Hazards/October 1961 


Products on Display 


continued from page 83 





pressures and oxygen-air concentra- 
tions, plus a manual override which 
makes it possible to get past a throat 


spasm or other obstructions in the 
patient’s air passages. 


Circle No. 191 on reader service card 


Safety net 
Booths No. 30-31 

Safe-Hi nylon safety nets protect 
workmen on high structures like 
scaffolds, 
and over machinery. The Rose 
Manufacturing Co. states the tensile 


strength of the nets is 3,000 pounds. 
Fach net has tie straps. Install a net 
by passing the straps around a beam 
and snapping them back into a dec. 
Special nets can be built for you. 
Circle No. 192 on reader service card 


bridges, and dry docks, 


Grounding device 
Booth No. 36 


Legstat allows static to pass from 
workers into conductive flooring. For 
complete protection it is necessary 
that good skin-to-floor contact be 
maintained. A lightweight metal plate 
worn below the knee in a garter 
assembly makes the contact. A con- 
ductive sponge rubber pad, worn un- 


der the arch of the shoe, assures the 
contact is held. Walter G. Legge Co. 
also will display Solestat, a conduc- 
tive innersole. 

Circle No. 193 on reader service card 


Flashing marker light 
Booth No. 37 


Julian A. McDermott Corp. claims 


its battery-operated flashing marker 
is a departure from the conventional 


continued on page 86 
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From Injury 
with the original ~ 
SAF-T-FAN-GARD © 
GUARDS THE FRONT GUARDS THE REAR 


Designed for factories and institutions to protect personnel from bodily injury 
This fan guard prevents hand, arm and oy injuries. Made of strongly woven cotton mesh 
fabric, with one-quarter inch lhable, mildew proof, non static, amd won't 
interfere with the normal flow of air. wk ‘quate back and sides of fan as well as the from. 


immediate delivery. Write direct to manufacturer. 


ROCHESTER SAFETY EQUIPMENT COMPANY, INC. 








83-85 HOWELL STREET ROCHESTER 7, N. Y. 








Circle No. 64 on reader service card 





ay 


SAFEL_EASY 10 USE, 


: 


"RESCUE BREATHER” 


now makes rescue breathing safe, easy 
and unobjectionable for everyone! 


THE BIG (} TEST 


EIGHT CHARACTERISTICS for adjunctive 
equipment were established by a leading 
medical authority addressing the National Safety 
Council, 1960: 


1. Small, compact, lightweight 
“- No valves or moving parts 
. Easily cleaned or sterilized 
*- Fits all faces 
- Extends no more than one inch into mouth 
’. Firmly wedged bite block between teeth 
- Flexible, flanged, tightly fitting facepiece 


‘‘Head-tilt method’? with ‘‘Rescue Breather’’ 


made easy. 





Medical Journal warns laymen against untested adjuncts (N. Y. 
Jl. Med., Vol. 60; 3, '60) 


*TESTED 


by over 500 lay res- 
cuers, under hospital 
laboratory super- 
vision, on over 50 un- 
conscious (not para- 
lyzed) nonbreathing 
volunteers. 





With a MSco Rescue 
Breather, you can be 
confident. 








Order your Rescue Breathers today. No. 71 Rescue Breather 1-99, $1.50 ea 


. » « 100-499, $1.42 ea . . . 500 and up, $1.35 ea. See your MSco distributor 
or write 


Medical Supply Gompany evs. 261, rocktord, tinois 


THOROUGHLY TESTED 


Circle No. 65 on reader service card 
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Products on Display tached to adjustable length nylon Sport-styled safety shoe 
straps. These straps restrain the Booth No. 43 

hands from reaching into any dan- 
ger area. If the hands must enter 


continued from page 84 
Here’s a safety shoe that’s casual 
in style, lightweight, easy to keep 
looking well. The Haus of Krause 
Kemi Klan resists acids, alkali, water, 





the danger area, use the Possons 
oil lamps in use since railroads be- Pull-Back guard instead. Positive 
gan. It has a mounting bracket that Safety Manufacturing Co. makes this 
fits on existing sockets. Available in guard, 
single or double direction swivel Circle No, 195 on reader service card 
heads with red and yellow lenses. 

Circle No. 194 on reader service card First aid kit 

Booth No. 39 

Safety guard The 


contents of Pac-Kit Safety 
Booth No. 38 


Equipment Co.’s Mcto Kit are se- 
Possons Hold-Back safety guard lected on the basis of typical automo- 

is used in roller mills, pug mills, meat 

grinders, calenders, and shears. The 

operator wears nylon wristbands, at- 


a Q 


and soil. It has a steel shank and a 
steel box with a cushioned edge, an 
Aircushion neoprene crepe sole, and 
brushed pigskin uppers. Each shoe 
weighs only 15 ounces. 

Circle No, 197 on reader service card 


bile injuries. Dustproof and mois- 
tureproof, the sturdy metal case fits 
in a glove compartment. Medications The Fendall Co. is f 
, > Fend ; ‘aturing its 
and bandages are protected by heat . o. 1S featuring 
sealed wrapper new Multi-Fit bridges with refined 
Calc a d¢ De . ¢ ° e . 
Circle No, 196 on reader service card styling at the National Safety Con 


Acetate safety glasses 
Booths No, 44-45 





VISIT OUR BOOTH 


Safety Cor 


ce | How Much Is One Employee Worth ? 


Your investment-per-employee may amount to thousands 
of dollars: You provide full protection while he's on the 
job ... but lose control over his safety when he leaves 
your plant. 


NOW ... it’s E-A-S-Y to conduct a CAMPAIGN FOR 
OFF-THE-JOB EMPLOYEE SAFETY 


Save lives, prevent lost-time injuries and save money for 
your organization with a proven educational program 
to encourage the use of auto safety seat belts in 
your employees’ personal cars. Protect your employees 
both on-the-job and OFF-THE-JOB with . . . 

FOR SAFETY CONSCIOUS BUSINESS, 


\ wget CANNA_AUTO SAFETY BELTS 


safety films, posters, folders, color swatches, and 
FREE Materials are available to help you develop a sample belts. And Beam's Auto Safety Belts are offered 
successful safety belt program for your employees. at a special discount price. Write for a FREE COPY of 
Beam's Safety Education Plan includes 16-mm sound Beam's Safety Education Plan... without obligation. 


PLEASE SEND ME A COPY OF THE “‘BEAM’S PLAN” OH-9 CALL COLLECT PE 2-2275 


4 


13th & North Robinson + Oklahoma City, Oklahoma 


-, In Canada order from Safety Supply Company 
= ae ee oe ee oe ee ee ee ee 2 ee ee ee ee ee ee ee ee ee 
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gress this year. Styling is heightened 
by wrap-around nickel silver end 
pieces which blend into the temple. 
Frame colors are flesh, cordovan, and 
smoke gray. This 1100 series is 
available with all-metal skull or cable 
temples. 
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Lens cleaning tissues 
Booth No. 47 

Dow Corning Corp. will exhibit 
Sight Savers cleaning stations. The 
adhesive-backed dispenser for lens 


cleaning tissues can be mounted with- 
out screws on any surface. Simply 
place a thumb on a silicone tissue to 
slide it out of the dispenser. Tissues 
can be used more than once. 


Circle No, 199 on reader service card 


Williams safety shield 
Booth No. 48 

Plaques and trophies bearing this 
distinctive Shield of Safety emblem 


are ideal for industrial safety awards 
programs. The emblem, symbolic of 
a shield’s use for protection, will serve 
workers as a constant reminder of the 
need to protect themselves and fellow 
employees from accidents. Williams 
Jewelry & Manufacturing Co. makes 
the trophic $. 
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Lightweight safety shoe 
Booths No. 49-50 


The Bantamweight safety shoe is 


continued on next page 


WHERE ELSE 
cam you get so much | 
FACE PROTECTION for i 


O 


ONLY Fibre-Metal’s Monarch’ Feather-Lite F-90 
gives you everything, including LOW PRICE! 


2a 








FLOATING SNAP FASTEN- 
ERS for perfect replace- 
ment window fit every 


RUGGED DEFLECTOR is a 
sturdily durable plastic, 
replaceable and econom- 


HEADSIZE ADJUSTMENT of 
wide range...easy ad- 





time! ical. Full clearance for justment...65% to 8. 





i 


POLYETHYLENE HEAD- 
BAND for maximum com- 
fort .. .will not mildew or 
rot. Easy tokeep clean and 
sterilized. Replaceable. 











Weighs 
ONLY 3% oz. 











VARIETY OF WINDOWS... PLASTIC FOAM SWEAT- 
many materials, sizes, BAND cushions forehead, 
thicknesses, shades... all absorbs perspiration. 
interchangeable and re- Washes quickly and eas- 

| bi ical ily...and is replaceable. 


FRICTION JOINTS main- 
tain working position for 
even heaviest windows! 





p ++ 2 OC al 











ACCESSORY 
EQUIPMENT 


(All interchangeable ): 


GENERAL PURPOSE WINDOW 
4 sizes, 3 thicknesses, FOR HEAT PROTECTION 


FOR WELDING 
clear or 3 shades of green, acetate or vinyl Screen (24-mesh), 4 sizes 


OR SCARFING 
LIGHT in weight, head-conforming like a soft hat band, with plenty of 
spectacle clearance and ventilation, this NEW Feather-Lite F-90 is the ideal 
face shield for men and women... for better work-ability. Ask your WELD- 
ING & SAFETY DISTRIBUTOR. Our Bulletin No. 69 has all the details. 


*Less in quantity. Complete with 6” x 1142” x 0.020” Window. 


The aTLiz ETAL Products Company | Su*'* 


PENNA 


In CANADA: Fibre-Metdl (Canada) Limited, Toronto 
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EARJEANT 
AFETY for Punch Press Operators 


i 
Power press G RDS 


Searjeant makes many types of guards de- 
signed to fit any make of press. Whether you 
want to equip presently unguarded machines 
or replace old type guards, Searjeant is ready 
for any press guarding problem. Tell us yours. 


power press CONTROLS 


Automatic, electric Searjeant controls elim- 
inate unnecessary delays that cost you time, 
bring significant increases in production. Spe- 
cially designed pre-wired controls are suitable 
for all types of presses and clutch mechanisms. 


PRESS reeDING HAND TOOLS 


Gain added margins of safety through a variety 
of specially-made Searjeant hand tools: pliers, 
stock positioners, vacuum lifters . . . and lock 
outs =e 


Write for literature EE 


SEARJEANT METAL PRODUCTS, INC. 
1336 Pittsford Rd., Mendon, N. Y. * In Canada: SAFETY SUPPLY CO., Toronto, Ont. 








cis oa 


450 Sound Meter 

The rugged, completely transistorized 450 is 

sO compact you can use it anywhere. 

e@ Widest operating range available anywhere: 
40 to 142 db, 35 to 8000 cps. 

e Completely transistorized—runs over 30 
hours on one inexpensive battery 
measures only 2” x 3” x 6”. 

At only $150 this professional Scott meter 
is a truly exceptional value. 


Sou nd mete rs 412 Sound Level Meter 


FROM SCO’ Mew... ay 


Features include 

Write today for new Sonic Electronic Catalog sa 
featuring Random Noise Sources, Laboratory 
Amplifiers, Sound Measuring and Analyzing 
instruments, FM Broad- 

cast Monitors, Speakers, 

Industrial Control. H. H. 


Scott Inc., Instrument 

Division, 111 Powder- rm HH H. SCOTT 
wm RA, Mayne | SONIC ELECTRONICS | 
Mass. 


rop hone 


ye transistorized 
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styled like a casual dress shoe. Its 
new “300” tapered steel toe box pro- 
vides complete toe protection. This 
Iron Age safety shoe is made of 


high-quality glove leather uppers, 
leather cushion insoles, and _ light- 
weight Bearfoot soles and heels. 


Circle No, 201 on reader service card 


Work clothing 
Booths No. 55-56 

Safety Clothing and Equipment 
Co. claims its line of coats, trousers, 
jackets, and coveralls eliminates 
workers’ complaints about poor fit. 
Gardwell proportioned-sized clothing 
in asbestos, wool, leather, duck, and 
synthetics provides comfort and 
smart styling. Large or small, thin or 
tall, Gardwell fits them all. 


Circle No. 425 on reader service card 


Visor goggles 
Booth No. 57 

Visor goggle s that stop glare, offer 
100-percent visibility, fit over large 
frame glasses, and won't fog or over 
heat, will be exhibited by Jones & Co. 


Circle No. 202 on reader service card 


Metal safety signs 
Booth No. 58 

Prairie State Products Co. will 
show its line of metal safety signs. 
This photo shows curb sign stands, 
one with a 19-inch base, the other 


50 
NOT 
PARK 
HERE 


mtinued on page 9 





A NEW ADVANCE IN DURABLE 
FLAME RETARDANT WORK CLOTHES 


It takes the optimum combination of fiber, ‘ It provides durable flame resistance that will 
ount ernon 


fabric, and finish to make the best possible fire last for the life of the fabric whether it is 
retardant work clothing ...and this combina- laundered or drycleaned. Mount Vernon Safety 
tion has been achieved in a new Mount Vernon Fabric will not support flame. Afterglow in 
Safety Fabric. charred areas is negligible. 

The fiber is cotton—the world’s most com- = A al od £é ¥ Mount Vernon Safety Fabric is mildew resist- 
fortable fiber: cool, absorbent... with no static ant, wrinkle resistant, and has bacteriostatic 
electricity and no melting at high temperatures. -F A f 3 F-2 | {~ properties which tend to inhibit perspiration 


The cloth is a MOUNT VERNON fabric odor development. It is non-allergenic, non- 











t 
specifically developed for this use. It is de- LYNRUS F.R.1* irritating, and non-toxic. Because the fabric is 
signed for high strength, resistance to tearing soft and flexible, without a trace of stiffness or 
and abrasion, and maximum air porosity... harshness, it can be styled into smart, com- 
and to retain these properties throughout the fortable work clothes. 
life of the garment. These claims are supported by scientific tests; use the 
The finish is Lynrus FR-1*. It chemically combines with the coupon to write for your copy of “Technical Facts About 
fiber and the cloth to produce Mount Vernon Safety Fabric. Mount Vernon Safety Fabric.” 


Mount Vernon ills. ine, TURNER HALSEY COMPANY, Dept 


40 Worth Street, New York 13, N. Y. 
A LEADER IN INDUSTRIAL TEXTILES 1 am interested in knowing more about MOUNT 
VERNON SAFETY FABRIC. Please send me 


[] a copy of “Technical Facts About MOUNT 
VERNON SAFETY FABRIC 


] a swatch of MOUNT VERNON SAFETY FABRIC, 
so | can test it myself 


Durable Flame Retardant Finish 


Name 


8 € Company 


Main Office and Foreign Division: 40 Worth Street, New York, N. Y. Address 
Branch Offices: Chicago + Atlanta + Baltimore + Boston + Los Angeles 
eT, 





.Zone____State 
jemark of Lynrus Finishing Company, Inc., Poughkeepsie, New York 
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Products on Display Pulmosan’s C-251 paint spray res- 
pirator protects workers against all YOUR BEST MOVE... MOVE 
paint sprays and vapors, lead-based 


coatings, enamels, and _ lacquers. M & BR R | L L 
with 


with a 14-inch base. Numerous stock It is part of the interchangeable (¢ 
wordings are carried, Special word- 200 series. ; It weighs I ss than 6 MATERIAL HANDLING 
ing is provided as requested. ounces. It is a single-cartridge res 

Circle No. 203 on reader service card pirator. All parts are replaceable. DEVICES FOR THE MOST 
Approved by the U. S. Bureau of 
Mines. 
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Welding screen 
Booth No. 62 


_Frommelt Industries, Inc.'s Spa- Caf cliteshers 
Fla protects against fire, sparks, and 
Booths No. 65-66 
Mathias Klein & Sons will exhibit 
two replaceable gaff adjustable climb- 
ers, claimed to provide maximum Imitated, but never duplicated, 
safety and comfort. The gaff is heid Merrill Lifting Clamps are Drop 
, Forged to give you Safety in Hand- 
ling and Economy in Operation. 


Circle No. 205 on reader service card 


flashes. The handy wrap around 


in position by a self-locking screw. 


ee 














a 


it | 


+ 





shield comes in seven stock sizes. 


These roll up screens are available in 


duck and Weld-Tex fabric. ~~, j 
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. 4 ac is absorbed b the gaff ( 
Paint spray respirator Impact is absorbed by the gaff and 


Booths No. 63-64 


leg iron. The climber adjusts from 
14! to 19 inches. Climbers are 
made in matched pairs. Two styles: 
riveted ankle loop and triangular ring 


at ankle, .) i FEATURING 


Circle No, 206 on reader service card 
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Rubber gloves 
Booth No. 67 

Easy on, easy off Velvex gloves 
from Surety Rubber Co. offer con 
plete liquidproof hand protection 
without loss of dexterity. Velvex is 
a permanent surface treatment that 





NOW-ropays most “TORK LIFT ATTACHMENT 
EFFECTIVE VISUAL — _ rpm truck 
into a safe, efficient mobile over- 


, | ~—, COMMUNICATIONS head lifting unit. 
_ |MEDIUM... 











For Safety Education . ’ 
Safety-casters give impact to your safety messages. They compel people to stop Over 25 Material Handling 
read and re-read your safety message. The combination of light, color and con- Devices described in our 
tinuous motion make Safety-caster today's most effective communications medium catalog C-3. 
in educational safety programs. 

Among our customers are: General Motors, Atomic Energy Commission, Bethlehem 


Steel, American Can, International Harvester. MERRILL BROTHERS 
oy Tg : DISPLAYS CORPORATION Producers of Drop & Press Forgings 


>» Aor 
WH), 1016 E, Elizabeth Ave., Linden, N. J. © phone WAbash 5-3450 


Ask for a copy. 


56-45 Arnold Ave., Maspeth, N. Y. 





write for descriptive literature and prices. 
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e Demand and continuous 
flcw regulation 
« Compact, light-weight, mask- 
mounted regulator for greater 
wearing comfort 
¢ Control knob that brings a 
face-cooling breeze for re- 
lief in humid working areas 
e Adjustable air flow for 
\ complete elimination of 
\\ any fogging under ad- 
\ verse conditions 
"~, Quick disassembly 
~® (44. without tools 
\ Write for complete 
\ information 


SCOTT 
SCORES 
AGAIN. am 


ask MOUNTED REGULATOR 1 | 
i) : J, 


* 
\ 


SCOTT AVIATION CORPORATION 


229 ERIE STREET @ LANCASTER, NEW YORK 
Export: Southern Oxygen Co., 3 West 57th Street, New York 19, N.Y. 
Canada: Safety Supply Co., Toronto — Branches in Principal Cities 
Circle No. 73 on reader service card 
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CHLOROTHENE® NU cold-degreasing solvent has all the 

desirable characteristics of the nonflammable chlorinated solvents 

NEW SAFETY plus less toxicity. Maximum allowable vapor concentration is a 
high 500 ppm compared to carbon tetrachloride at 25 ppm. 

SOLVENT HAS Chlorothene NU shows outstanding superiority in its resistance to 
fire—it has no fire or flash point measurable by standard methods! 

This combination of low toxicity and no flash point has led to 

LOW TOXICITY the wide use of Chlorothene NU in production and maintenance 


cold-degreasing operations. Chlorothene NU specially inhibited 
—— 1,1,1-trichloroethane has an excellent low-corrosion record. It can 
pr be used safely on most electric motors, instruments, all common 
metals—including aluminum, zinc, and corrosion-prone ‘white- 
metal” alloys, and many plastics. It is easily recovered by 

distillation. 

Use Chlorothene NU in your cold degreasing. Contact your 
distributor of Dow solvents for complete information about its 
safety features, uses, recovery and cost. Ask him about Dow 
trichloroethylene, perchloroethylene and methylene chloride, too. 
Or get in touch with your nearest Dow sales office. 


SEE YOUR DISTRIBUTOR OF DOW SOLVENTS FIRST! 


THE DOW CHEMICAL COMPANY 


Midland, Michigan 
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90% oF FLOOR MOPPING COST 
IS LABOR... 
CAN YOU AFFORD NOT TO 
USE THE BEST TOOLS? 


Write for 
new catalog! 


4 
j 


4 


Gj 








CHARCO Protected 


WITH TOP QUALITY 


2 


°FLEX-SAF GLOVES 
° FLEX-FIT SLEEVES 
BLANKETS «x0 CLAMPS 


On the use and performance of Charco products 
depends our reputation, and the safety of those 
who use them — 


NO WONDER WE MAKE ONLY THE FINEST. 


CHARLESTON RUBBER COMPANY LEADS THE 
FIELD IN MANUFACTURE OF SUPERIOR 
PROTECTIVE EQUIPMENT FOR LINEMEN 

AND HIGH VOLTAGE WORKERS 





36 PAGE CATALOG 
OF LINEMEN'S PROTECTIVE & 
EQUIPMENT 


CHARLESTON RUBBER COMPANY 


22 STARK INDUSTRIAL PARK CHARLESTON, SOUTH CAROLINA 
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will not wash nor wear off during 
the life of the gloves. 


Circle No. 207 on reader service card 


Sling chains 
Booths No. 68-69 


Columbus McKinnon Chain Divi- 
sion’s Here-Alloy sling chains offer 
high resistance to impact loading, 
maximum safety for overhead lifting, 





light weight for easy handling, and 
long life on the toughest jobs. Book 
lets to be distributed at the National 
Safety Congress tell about care, use, 
and selection of chains. 


Circle No. 208 or reader service card 


Gas mask 
Booth No. 71 

Acme Protection Equipment C 
will exhibit a civil defense gas mask. 


It combines Acme’s standardized facc 
piece with a military canister that 
gives complete respiratory protection 
against all known gases, bacterio- 
logical war agents, radioactive fall 
out, and nerve gases. 


Circle No. 209 on reader service card 


Abrasive blasting hood 
Booths No. 72-74 


A Duratex rubber-front apron and 





inner bib zipper-attached to the head- 
and-shoulder canopy is one of the 
many new features on an improved 
abrasive blasting hood from Chicago 
Eye Shield Co. Apron or bib can be 
zipped on or off without replacing 


the whole canopy. Air travels from 
an air valve assembly mounted on the 
belt through a flexible hose to a dis- 
tribution which releases air 
through diffuser bags. Air 1s fil- 
tered, 


hose 


Circle No, 210 on reader service card 


Combustible gas indicators 
Booths No. 75-76 


Davis Emergency Equipment Co. 


Vapotesters (portable combustible 
gas indicators) come in three models: 
single scale, zero to lower explosive 
limit; dual scale, zero to lower ex- 
plosive limit and zero to 10-percent 
lower explosive limit; dual scale, zero 
to lower explosive limit and zero to 
100-percent gas. The diecast case 
has a brightly colored top for easy 
identification. The meter face is illu- 
minated. You can reach all parts 
easily. 


Circle No. 211 on reader service card 


Chemical protective suit 
Booth No. 77 


Wheeler Protective Apparel Acid 
King is worn over self-contained res- 
piratory equipment. The window is 
air- and water-tight. The Acid King 


r cil | Z 


Wheeler’s 
cloth to resist chemicals. 
locking channel zipper seals the suit. 


is made of Greenwear 


An inter- 
Seams are stitched, then double 
coated and cure sealed. The helmet 
features a relief valve and adjustable 
headgear or a hard cap. 
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Safety hat 

Booths No. 78-81 
American Optical 

Guard is made of 


Dura- 
lightweight plastic 


Co. Ss 


} 


nued on next page 








Draeger Multigas Detectors— 
Indicators and Dust Samplers 

Breathing Resistance Testers 
For Breath, Apparatus, Gas 
Masks and Respirators 


Draeger Air-Current Detector 


20 Years Service in Supplying SAFETY EQUIPMENT AND APPLIANCES 


Acid Pumps 
Tilters-Syphons 

Drum Cradles 

Traffic Safety 

Mirrors 

f Acme Gas Masks— 
Respirators 

“| Davson Bulletin 





299-OH Park Avenue 





Eye Protection, Face Shields, Helmets, Hoods, Masks, Safety Signs, Cans, Faucets, 
Safety Belts, Stretchers, Fire-Blankets, Protective Curtains, Eyewash Fountains, Emergency 
Showers, All Types Safety Lights, Safety Smoking Stands, Non-Slip Floor Coatings, 
Spark-Flame Arresters, and many other types of Safety Equipment. 

Send for Our Satety-Chemical Handling Mail Order Catalog—Newest Edition 


NEW JERSEY SAFETY EQUIPMENT COMPANY 


Boards 


East Orange, N. J. 














VISIT US AT BOOTH 48 


AT THE NATIONAL SAFETY CONFERENCE 
IN CHICAGO OCTOBER 16 THROUGH 20 


PLAQUES © TROPHIES © EMBLEMS 
INCENTIVE AWARDS 


$S-10 


TWO TONE Jewelers Bronze Etching with ‘Shield 
of Safety'’' in Bronze and Enameled Green. 
Genuine Walnut Shield—i0" x 10/2". 


SS-10 AWARD OF MERIT $10.95 
SS-11 PLAIN RIBBON { . 
$S-12 AWARD OF HONOR { EACH 
SS-13 PLAIN RIBBON—NO EMBLEM 


SAFE DRIVER 
AWARD 


Sunray (gold 
color) figure 
and plate. 
Genuine walnut 
base. Enamel 
“SAFETY” em- 
blem. Ht. 6". 


$6.35 


XPW4.3S 


Gold Plate 
Sterling Silver 
-50 Gold Filled J 
4.25 10K Gold 4.00 
Set with synthetic Sapphires, Rubies, Emer- 
aids, White Sapphires, at $1.75 each addi- 
tional, Available in all years. 


Available in 
over 40 Stock 
Titles such as 
MEMBER FIRE 
BRIGADE, 
MEMBER FIRE 
BRIGADE 
LIEUTENANT, 


1933 SERIES 


BRIGADE EM- 
BLEMS. Each 
1%"" diam., 
hard glazed 
enamel, gold 
plated pin and 
safety lock 


catch. $10.50 per doz. (plus Fed. Tax.) 


Write for complete catalog 


WILLIAMS JEWELRY & MFG. CO. 


DEPT. OH-10 10 SOUTH WABASH AVE, 
CHICAGO 3, ILL. CEntral 6-5018 
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is dielectric because it contains no 
metal parts. It is moisture-proof and 
has permanent fixed and adjustable 
safety suspension. One headband 


es 


toxic gases or vapors do not exceed 
2 percent by volume (3 percent in the 
at is used in the 
meatpack- 
get se fiber, 
ndustries. The seamless 
leakproof canister incorporates 
high-efficiency toxic dust filter. 


model fits 6% to 8. Available in 
white, grey, yellow, blue, red, and 
green. The same safety features are 
incorporated in the cap model. 

Circle No, 213 on reader service card 


case of ammonia). 
chemical, petrocher 
ing, water-treating, 
and paper 


Industrial gas mask Circle No. 214 on reader service card 


Booths No. 83-86 

The Mine Safety Appliances in- 
dustrial mask protects you against a 
specific gas or group of gases and 
aerosols in atmospheres where sufii- 
cient oxygen is present to sustain of the 
life, and where 


Safety shoes 
Booths No. 87-88 


Lehigh Safety 


concentrations of Living Leather 


The photo shows two shoes, one 
made of ordinary leather, the other 
Shoes new 
Living Leather is 


claimed not to scuff, roll, stretch, 
crush, or stain. It is made to take all 
the punishment a workman can give 
his safety shoes—and still look like 
new. 


Circle No, 215 on reader service card 


Stirrup cover 
Booths No. 90-91 





8 STYLES FOR 
DEPENDABLE SHEERNESS IN 


PRODUCT CARE 


/nen the product needs 
orotectiill and the job 
requires dexterity, 
Pioneer blends sheer 
ness with wearability in 
just the right degree. 
One of the 8 Pioneer 
styles of Nimble 
Fingers™ or Sheergrip™ 
gloves in latex, neoprene 
or’ Pylox™ is designed 
for your job. Selection is 
easiest from the Pioneer 
Industrial Glove Wall 
Chart, .covering all 65 
glove. styles. Write for 
Vell mmig-i-moe)e)y 


PIG) NEER 


The PIONEER Rubber Company, 238 Tiffin Road, Willard, Ohio 
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27 STYLES FOR MORE 
HOURS OF BUILT-IN 
RESISTANCE TO 


NOUN 


The toughness and 
flexibility of Pioneer 
‘Stanflex’’ and ‘‘Pace 
maker’ coated. liquid 
proof gloves are 
blended for the job 
iM atclemaalstclalsmaslelacm nist] 
ale) as memolelasniel a 

ing more effi 

per worker. You 

ly select the 

glove with the 

dtc4g) quero )anlo)iat-)ale)ameniel/ 
yOur heavy-duty jobs 
just send for the 
fess Glove Selector 


s free andeasytouse 


PI@NEER 


The PIONEER Rubber Company, 238 Tiffin Road, Willard, Ohio 





W. H.. Salisbury’s lightweight extinguishers. Three sizes are avail- custom insole, a vulcanized oil-resist- 
Ubangi stirrup cover covers stirrup able in either cartridge or stored- ant cushion crepe sole, and a steel 
and hot line clamp completely. Mold- pressure types. Special prices are shank. 
ed of impact-resistant semihard stock, offered on conversion kits which Circle No. 218 on reader service card 
it firmly grips a hose to eliminate the adapt to most Ansul hand portable 
need for clamp pins. extinguishers now in service. 5 “ - 

Circle No, 216 on reader service card Circle No, 217 on reader service card Fire extinguisher 
Booths No. 96-97 

‘ ‘ Walter Kidde & Co. will feature its 
Fire extinguisher Safety shoe 2%4-pound dry chemical fire extin- 
Booths No. 92-93 Booths No. 94-95 Birt Just pick up the Kidde 

Here's dry chemical fire extin A new tannage which fends off al Rompect with the carrying handle, 
guisher effective on Class A, B, and Siew enfety and the safety lock automatically re- 
C fires. The Foray is an Ansul Chem- p 
ical Co. product. It is the first multi- 
purpose dry chemical to be offered 
in a complete line of hand portabl« 


kali and water is feature 


shoes from Hy-Test. Whang-leather | Simpl 


leases ‘ly aim the nozzle at the 
tannage resists detergents and pers- base of the flame, and press the dis- 
piration, prevents hardening and | 


; charge lever. Recharge the extin- 
cracking of shoe leather. It will 


guisher by throwing away the empty 
be shown in a 10-inch shoe with a continued on next page 





24 MILLED NEOPRENE STANZDILS FOR LONGER WEAR IN 6 STYLES FOR WET, DRY, HOT; OR COLD PROTECTION PLUS 


GHEMICALS m LUMTORI 


Pioneer chemical re , f= Comfort is 


sistant gloves go on the F. ie, tant safe 
job with more wear og when the jo 
built in because they re any combir 
made of milted neo heat, cold 
prene tested to give or abrasion 
r service in 103 q comfortat 
oils, greases keep gloves or 
solvents, and ; : safe. Liq 
There . | coatings of 
or Pylox'™ 
against 
See and sele 
these and 


2) 


rioneer Pp 


every shown in 


To) omm ase leila: copy of th 
Talelehidar-1mel 


sad A ‘ 
log. Write y 


PIG@)NEER PIG@)NEER 


The PIONEER Rubber Company, 238 Tiffin Road, Willard, Ohio The PIONEER Rubber Company, 238 Tiffin Road, Willard, Ohio 
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There 

isn't 
a Cleaning 
or Degreasing 


that can’t 
be solved 
safely! 


LET PROVE IT 


e Engineering assistance and 
technical appraisal of your 
problem. 


Actual on the job demonstra- 
tion of our solution. 


If necessary we'll formulate 
anew to your special problem 
at no extra cost. 


FOR THE RIGHT SOLUTION 
TO YOUR SAFETY PROBLEM 


PRODUCTS 


ENGINEERED FOR SAFETY 


JOHN B. MOORE 
CORPORATION 


PEERLESS BUILDING 
NUTLEY, NEW JERSEY 


Plants and warehouses 
across America 


Circle No. 81 on reader service card 
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container and replacing with a pres- 
surized cylinder. 


Circle No, 219 on reader service card 


Safety ladder 
Booths No. 98-99 


The Patent Scaffolding Co.’s Trou- 
ble Saver safety ladder requires only 
a wrench and screwdriver to assem- 
ble. It’s just as easy to take apart and 


store or ship. It’s all steel, consists 
of two welded side frames, rein- 
forced expanded metal steps, back 
X-brace, two horizontal back rails, 
and bolts with nuts. Ladders come 
in 20 models, from 2-step to 7-step. 
Circle No. 220 on reader service card 


Safety eyewear 
Booths No. 100-102 

U. S. Safety Service Co. presents 
its 3-D line of safety eyewear fea- 
turing temples with a 3-dimensional 
look. Designed to assure better fit, 
permanent adjustment. Allows for 


interchangeable temples, A Lok-Tite 


temple screw that is sealed in will 
never loosen. The line meets the 
American Standard ~ grated code. The 
eyewear comes in 2-tone and solid 
colors. 

Circle No, 221 on reader service card 


Safety education 
Booths No. 103-104 

Aetna Casualty & Surety Co. will 
feature its Drivotron, a device in- 
tended for use in the safety pro- 
grams of companies with small truck 
and passenger car fleets. It records 


every move a driver makes in han- 
dling a wide variety of traffic prob- 
lems. The Drivotron evaluates a 
driver’s attitudes, habits, and skills, 
and indicates areas where further 
training may be beneficial. 

Circle No, 222 on reader service card 


Mobile safety dispenser 
Booths No. 105-106 
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Prairie State Products Co.2°28..urente ove 
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This mobile safety dispenser for 
flammable liquids saves time and la- 
bor in filling safety cans, wash tanks, 
bench cans, and other similar equip- 
ment. The Protectoseal Co. unit in- 
cludes a flammable liquid transfer 
pump fitted with a 6-foot neoprene 


Nonslip soles 
Booth No. 115 

American Biltrite Rubber Co.’s 
Vinalon soles are durable, light- 
weight, nonmarking, flexible, resili- 
ent, slip-resistant. One-piece sole-heel 
compounded from pure vinyl. 


hose which has a sealed-in static 
grounding wire to prevent static 
buildup during liquid transfer. <A 
vacuum breaker in the pump instantly 
shuts off liquid flow and prevents 
spillage. It pumps 5 gallons per min- 
ute. 
Circle No, 223 on reader service card 


the battery from leaking. Almost no 
maintenance is required. Just keep 
it clean and water it periodically. ; 

Circle No, 226 on reader service card ntinued on next page 
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Headgear 
Booths No. 107-109 


Willson Products’ Kwik-Klip head- 
gear adapts face shields, welding 
helmets, and goggles to any safety 
cap or hat. Its molded hooks snap 
into position over the cap brim. 
Spring tension at back of headgear 
holds face shields to cap. To remove, 
the hooks are spread and moved up- 
ward. 

Circle No, 224 on reader service card 





Skin cleaner 
Booth No. 110 





Pax Lano-Sav heavy-duty granu- 
lated skin cleaner helps prevent der- 
matitis while effectively removing in- 
dustrial dirt. It removes epoxy resins, 


PAX-LANO-SAV 
HEAVY DUTY 


> INHALATOR 
» ASPIRATOR 


E&J’s new Mercury Mark | 

is designed, built and ar- 

SKIN ranged for fast, sure action. 
CLEANSER 


Its compact resuscitator, when necessary, can be snatched from the 
case, intact and ready to go anywhere with the operator. The 
aspirator, liter flow mask assembly, and other accessories can be 


: , age . ¢ - snactivea ~ ™ ° . . 
curing agents, and radioactive con put into service in seconds. 


taminants from the skin. G. H. Pack- 
wood Manufacturing Co. points out 
that removing excess alkalinity helps 
prevent skin dryness. 

Circle No, 225 on reader service card 


The exclusive Liter Flow Mask Assembly permits constant metered 
flow of oxygen to the patient who is still breathing but needs oxy- 
gen. This new feature is especially helpful for cardiac patients, 
asthmatics, etc., needing high concentrations of oxygen but not 
resuscitation. 
“ "the Mercury Mark I weighs only 28 pounds with a full “D” 
Rechargeable spotlight cylinder. Easily handled, it measures 71” x 13” x 24”. Ask your 
Booths No. 112-113 % & J dealer for a demonstration soon, or write for Bulletin No. 
Rockwood Sprinkler’s stainless 2490C, Dept. OH-10 
steel spotlight operates on a 4-volt 
rechargeable battery that eliminates 


dry cell battery replacements. The <CHla> 9 

half-mile beam has adjustable focus. Zi ia 

Use a 2-ampere bulb for 5 hours of Ok Chemical 
steady light, or a l-ampere bulb for 
12 hours, A spillproof trap prevents 


You Can Always Count on E&d Dependability 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO., MADISON, WIS. © OHIO CHEMICAL PACIFIC CO., BERKELE 
LIMITED, TORONTO, ONT. © AIRCO COMPANY INTERNATIONAL, NEW YORK CITY (Ow or subdsidia 
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Model 7300 
SECOND Cast aluminum receptor; 
twin fountain heads 


direct automatically 


regulated streams 
into the eyes. 


EMERGENCY EYE-WASH 


Sensitive eye tissue can be destroyed in moments. 
Contamination from industrial caustics and chemi- 
cals requires instant first aid . . . and a HAWS 
Emergency Eye-Wash Fountain can mean the 
difference between temporary irritation and perma- 
nent injury! Write for your free HAWS catalog. 


UWS, EYE-WASH FOUNTAINS 
Since 1909 


a product of HAWS DRINKING FAUCET COMPANY 1443 Fourth St., Berkeley 10, Calif 





... Americas greatest name in 
SAFETY LIGHTS! 











6 V. Safety Safety Safety Twin-Bulb 6 V. 12 V. Safety 
Headlight Extension Light Flashlight Safety Lantern Handlight 


The hazards of fire and explos*-4 are two of 

FREE! the greatest dangers to plant safety. For more 
* than 50 years, JUSTRITE has specialized in 

A complete 16-page, the development and manufacture of portable 
illustrated, descriptive safety lights that meet the most rigid safety 
Catalog, including a requirements and are easy to handle, resulting 
comprehensive table of in employee approval. Why not standardize on 
sm 2 ad the safety equipment that has been proved in 
PS- thousands of situations? It’s no wonder that 

safety engineers say “JUSTRITE is all right!” 


i] q | F MANUFACTURING WORLD’S STANDARD 
i : q OF SAFETY 
COMPANY SINCE 1906 


2061 NORTH SOUTHPORT AVENUE * CHICAGO 14, ILLINOIS 
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Dry chemical extinguisher 
Booths No. 116-117 


The American LaFrance 10-pound 
All-Use dry chemical fire extinguisher 
for industrial, commercial, farm, and 


marine fire protection smothers A, 
B, or C class fires. Model P-20 is the 
20-pound unit for protecting larger 
risks. 

Circle No. 228 on reader service card 


Tapered-toe safety shoe 
Booth No. 118 

Thom McAn will feature a slim, 
tapered-toe safety shoe that can be 
worn days or evenings, anywhere. 


It’s a stylish oxford with safety and 
comfort combined. This shoe is 
equally at home in plant locker or 
wardrobe—safe on the job, smart off 


the job. 
Circle Ne 9 on reader service card 


Antisl: ficor plate 
Booth No, 119 


Alan Wood Steel Co. will show its 
abrasive rolled steel floor plate, the 
A. W. Algrip. Its antislip qualities 
have been increased by means of 
larger size abrasive grain and in- 
creased quantity of grain per square 


foot. 
Circle No, 230 on reader service card 





Respirator less than 3 minutes you can test tor 
Booths No. 121-122 hairline cracks or pinpoint leaks. The 
tester weighs only 6 pounds, costs 
little, is guaranteed for a year. Comes 
in two sizes to fit all linemen’s stand- 
ard rubber gloves. 

Circle No. 233 on reader service card 


Here’s a_ lightweight respirator 
with mask-mounted regulator to be 
displayed by Scott Aviation Corp. 
Modern, compact, it eliminates the 
long, bulky breathing tube used in 
older models. The regulator sup- 

Vacuum cleaner 
Booth No. 130 


Hild Floor Machine Co.’s_ twin 
114-horsepower motor transferable 
head vacuum cleaner is used on any 
55-gallon drum. It is for all heavy- 
duty wet and dry pickup work from One power unit may be detached 
oil sludge to overhead beam cleaning. continued on next page 





“HOT SPOT” 
A all CLOTHING 


lies as much air as the wearer re- ff H 1 
ar a A control knob on the front -O ers you maximum protection— 
of the Tegulator adjusts to provide ) Where heat is a problem, Fyrepel has the an- 
a continuous cooling air flow for / - ‘. 
workers in humid atmospheres and SWESS. We are the world’s largest fabricators 
to eliminate fogging. Full- and half- ‘ of aluminized glass cloth heat protective 
face mask models are available. ~ 2 clothing and equipment.* Fyrepel pioneered 
Sa eee EVEN and were the first to test aluminized heat pro- 
Water sehiiie deaveuiiee , tective clothing for high heat and fire entry. 
Bosth Na. 488 - ate Our staff of experts stand ready to serve you 
Fine Organics, Inc., 259 heavy- WY eh | 4 in working out your heat problems. 
duty, water-soluble emulsion de- Aj ; *Also fabricators of aluminized asbestos and 
greaser is nonflammable and requires So flame proof rayon. 
no special protective equipment and ; | 
ventilation. It penetrates, emulsifics, 


and disperses the soil and grease. 
Circle No. 232 on reader service card 


Portable glove tester 
Booths No. 126-128 


Test your linemen’s gloves right 


Pa | FIRE ENTRY RESCUE SUIT 


Lightweight with carrying 
case - can be used with 
all breathing apparatus. 
Enter extreme heat and PROXIMITY SUIT 

total flame in absolute | Gives total protective coverage - enables 
safety - for repairs, main- | wearer to approach extreme heat and stay 
tenance, close controls, | there, using his fire fighting equipment to 
rescue and emergencies. its maximum effectiveness. 

FYREPEL OFFERS A COMPLETE LINE OF FIRE FIGHTING AND HEAT SAFETY EQUIPMENT. 


HOODS @ ENTRY SUITS @ PROXIMITY SUITS @ HEAT CURTAINS @ GLOVES ® 
SLEEVES @ APRONS @ RESCUE BLANKETS @ COATS & TROUSERS. 


FOR AN ANSWER TO YOUR PARTICULAR HEAT PROBLEM, WRITE: 








3  SCOTCH-SHIELD FYREPEL PRODUCTS INC. 


NEWARK, O 


on the job—quickly, economically, : 
efficiently, with E. D. Bullard Co.’s -ALUMINIZEO FABRIC 
New/ Matic portable glove tester. In 
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EYE 
WASHING 
FOUNTAIN 





Leading industrial doctors advise immed} 
@te washing with plenty of running water as 
the best first aid treatment for any chemical 
im the eyes. Records prove that washing with 
water for ten minutes or more. closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 


Chain Operated Wal Dal Ae a Lea 


ti) 


“orves 
on Fine 


be used where unfiltered water prevails 
Write For Details. 


ano Stivers 
4 CHEMICAL 
evee/ 


OIrsFiGuRING 
FACIAL cuTs, 
AND BUYRNS 


S$ AND 
cnemicaL BURNS 
ON ARMS 
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for use as a portable blower while 
the other unit is left on the drum 
to handle all but the toughest vac- 
uuming jobs. 


Circle No. 234 on reader service card 


Meter reader’s cape 
Booth No. 131 

Here’s a vinyl-coated nylon meter 
reader’s cape that provides light- 
weight, inexpensive protection. It is 


designed for public utilities workers 
who must record data outside. Saw- 
yer-Tower, Inc., which will exhibit 
the cape, states the clear, flexible 
window withstands —35° F. without 
shattering. 


Circle No, 235 on reader service card 


Safety glasses 
Booths No, 132-133 

Sellstrom Manufacturing Co. will 
exhibit its line of Sell-Fit plastic 


frame safety glasses. They feature a 
universal nose bridge that fits com- 
fortably on 9 out of 10 faces. Lens 
are S-7 square shape. The 720 series 
is available with standard frames, 
flat-fold sideshields, regular  side- 
shields, and wire mesh sideshields. 
Frame colors in flesh, charcoal, and 
green. 
Circle No, 236 on reader service card 


Rescue breather 
Booths No. 136-138 


Medical Supply Co.’s_ Rescue 


Breather is a compact, lightweight 
supplement for mouth-to-mouth re- 
The bite enters only an 


; 4 
4 : ™ 


“ r a 


suscitation. 


inch into the patient’s mouth, but 
keeps the mouth open during rescue 
breathing. It’s small enough to 
carry in pocket, purse, auto compart- 
ment, or first aid kit. Flexible, it 
fits all faces. 

Circle No. 237 on reader service card 


Safety education 
Booth No. 139 

The Metropolitan Life Insurance 
Co. will distribute health and safety 
literature keyed for use in employee 
and community educational work. 
Representatives will be on hand to 
answer your questions. 

Circle No, 238 on reader service card 


Head and eye protection 
Booth No. 142 

This all-purpose combination of 
standard head and eye protection 
units snaps onto a specially designed 





AND BOOY 

THis wren 
rte eer 
GUNe punt 


LOW COST 
Bé&A 
SAF-T-BAGS 
are widely used for the safe 

of glass 


+ TGALLON wo 
S GALLON Wiite For Details. 


BENSON & ASSOCIATES. INC. 


Dept. OH, P.O. Box 7542, Chicago 80, ill. 
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THE REVOLUTIONARY 
ALL-PURPOSE 


COLLAPSI-COT 


In seconds, this compact 45" x 20" x 2'/4" collapsi-cot 
becomes a full length stretcher "Transfer Chair" by 
locking back rest adjusting screws, Canvas covered 
waterproof pillow and two restrainer straps. 2—4" 
wheels at head end—crutch tip leg uprights at 


foot end. 





EMERGENCY AIDS COMPANY 


7643 W,. Everell . Chicago 31, Illinois 





Our 4-Wheel model offers: 
2—4" wheels at head end. 
2—4" swivel casters and tow strap at foot. 


Send for descriptive literature 


Circle No. 88 on reader service card 





headgear. The adjustable plastic head- 
gear comes with replaceable plastic 
foam, brow cushion, and tension ad- 
justment on the molded brow shield. 


It is available from Dockson Corp. 
with or without a molded fiber skull 
guard, One headgear serves all shield 
units. These interchangeable units 
reduce inventory to a minimum. 
Circle No. 239 on reader service card 


Barrier netting 
Booths No. 144-145 

Protect your workers from man- 
holes, ditches, and high voltage. Miller 
Equipment Co.’s polyethylene barrier 
netting is woven in 3-inch squares 
(36 inches wide) of alternating black 


and yellow dielectric material. A 10- 
foot section weighs only 4 pounds. 
Tie several sections together for 
longer lengths. Won't rot, mildew, or 
lose its color. Also available with 
yellow 14-inch polyethylene rope. 
Circle No. 240 on reader service card 


Fire extinguisher 
Booths No, 146-149 


Whether it’s a Class A 


fire, Fyr-Fyter Co.’s All-Purpose 
pressurized dry chemical fire extin- 


continued on next page 





Extra-/arge... 
but so light 
even a girl can handle it! 


Non-sparking 48” 
aluminum pipe wrench 
weighs only 74 /bs. / 


Here’s a giant-sized pipe wrench that weighs about half as much as 
comparable tools and won’t spark! 

The body is forged aluminum; replaceable jaw inserts are made of 
tough, non-sparking alloy that lasts 2 to 3 times longer than beryllium- 
copper inserts. The wrench meets Government specs for heavy-duty 
pipe wrenches. 

The result is a safe, less tiring tool ideally suited for use in oil fields, 
refineries, chemical plants — wherever a big pipe wrench is needed 
for rugged, hazardous service. Jaw opening to 5”. Non-magnetic, 
non-corrosive. 

The complete line of Ampco Safety Tools — over 400 different items 
— is described in file-sized Bulletin ST-10. Send for a copy today. 

T-41 


LAIMIIPGO 


SAFETY TOOLS 


SA METAL, INC. * Milwaukee 1, Wisconsin 


West Coast Division: Huntington Park, Cal. * Southwest Division: Garland (Dallas County,) Tex. 
In Canada: Safety Supply Co., Toronto, Ontario 


Circle No. 89 on reader service card 


October 1961/Occupational Hazards/103 





Circle No. 90 on reader service card 


COMING SOON _. 


¥ 


—_ 


oe 


THE AMAZING NEW... 


DUO-VISTA. 


j 


ej o} je] = - ae 4 ey. i) | 


¢ NOTHING LIKE IT EVER SEEN! 
tops in fitting! 
super vision! 
greatest ventilation! 


superb comfort! 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 


on 6) LAKESIDE AVENUE f oe Or) ie Oe Ge Se ©) 








SCHMIEG equipment has been purchased by leading engineers 
and companies for over a quarter of a century. Above photo shows 
one type of a Schmieg dust collector. For further details contact 
your local Schmieg representative or 


SCHMIEG INDUSTRIES, INC. 


P. O. BOX 4701 
Detroit 34, Michigan 
Phone: Jefferson 9-1030 
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guisher stands by to offer complete 
protection. The 20-pound extinguisher 
can be stored in a compact cabinet 
that guards it from dust, dirt, mois- 
ture, tampering, and pilferage. 
Circle No, 241 on reader service card 


Occupational visual service 
Booth No. 150 

Keystone View Co. will show its 
Keystone Occupational Visual Serv- 
ice instrument. Improved tests and 
record forms are available. The new 





tests include a redesigned, more ac- 
curate color test, improved tests for 
detecting possible fatigue factors in 
vision, and redesigned near point tests 
which can be tailored to meet your 
needs, 

Circle No. 242 on reader service card 


Winter liners 
Booths No. 153-154 

New model safety hat winter liners 
are now available from Jackson Prod- 
ucts, Air Reduction Sales Co, They 
fit all hard hats and all workers, fea- 
ture lightweight, durable materials 


for warmth and ease of washing. 


Ruggedly designed for the outdoor 
worker. Metal-free design permits 
use by any worker exposed to elec- 
trical shock hazards. Model FC-2 
(shown), with 3¢-inch-deep all-Or- 
lon pile lining, and model FC-4, fea- 





ture removable ear flaps that attach 
to a cap with an all-plastic zipper. 
Circle No. 243 on reader service card 


Portable search, floodlight 
Booth No. 155 

This hand light has a double fila- 
ment bulb, provides a concentrated 
ray or floodlight. The Portable Light 
Co. recommends it for every type of 


industrial plant. The battery gives 8 
hours of continuous service with the 
powerful ray or 25 hours of flood- 
light 


Circle No, 244 on reader service card 


Drench shower 
Booth No. 161 


Model 8359, by Haws Drinking 


Faucet Co., combines emergency 
body-drenching and eye-washing in a 
single unit. Acids, volatile fuels, or 
chemicals are instantly washed away. 


tection for air-actuated clutches. 
Should one valve remain open when 
it is de-energized, the other valve 
will close and stop the machine. 
Circle No. 246 on reader service card 


Saf-T-Post 
Booths No. 165-166 


A tug on the nylon pull rope operates 
the drench shower. At the same time, 
water streaming from the eye-wash 
fountain flushes the eyes. 


Circle No, 245 on reader service card 


Dual valve assembly 
Booths No. 163-164 


Micro Switch, a division of Minne- 
apolis-Honeywell Regulator Co., will 
show its dual valve assembly, which 


provides electrically interlocked pro- continued on next page 








CURTAINS & FABRICS 


DUCK—UL Approved 


WELD-TEX—Vinyl coated 
Glass Cloth 


RAY-FOIL—Aluminum Foil on 
Glass Cloth 


e ASBESTEX—Coated Asbestos 





BLANKETS and COVERS 


e Fire Blankets 
e Protective Covers 


e Protective Clothing 








FROMMELT WELDING [Qe Is Meouonuite 
SHIELDS, SCREENS, [ing s Eeiaaeiagm 
CURTAINS, BLANKETS [ae 


SAF-T-SCREENS “60” 


e Portable Floor Screens 
e Portable Fire Fighting Screens 


e Aluminum Tubular Frames & 
Curtains Factory Assembled. 


e Self Standing. 








e FLASH Shields 





PORTO SCREEN “50” 


e “Sold in Kit Form” 


e With our Slip on Hardware - 
Hooks - Curtains. 
e Assembled with your Pipe. 











Write for New Catalog No. 400 


FROMMELT INDUSTRIES, INC. DUBUQUE, IOWA 


Approved Protective Equipment for Industry! 
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——NEEDLESS COMPENSATION CAN BE ELIMINATED—— 
BRAY SAFETY TRAINING FILMS FURNISH THE BASIC INFORMATION 
upon which can be built a Worker's Safety Education Program 


HOW TO AVOID MUSCLE STRAINS 
(16mm., sd., b/w, 13 minutes) 
Teaches correct lifting to reduce back and muscle injuries. 


Includes subject of HERNIA. Endorsed by AMA, Safety 
Councils, Gov't. Agencies, etc. 


Rental, $6.00, 1 day Sale, $60.00 
In Spanish, Sale $85.00 


THE DOCTOR EXAMINES YOUR HEART (16mm., sd., b/w, 11 min.) 
Shows importance of regular heart examination. Endorsed by Amer. Heart Assoc. 


Rental, $3.50, 1 day Sale, $60.00 


THE BILLION DOLLAR MALADY (COMMON COLD) 
(16mm., sd., b/w., 14 min.) In Spanish, Sale $85.00 
Illustrates control and prevention of colds. Professionally endorsed. 


Rental, $3.50, 1 day Sale, $75.00 
GUARD YOUR HEART [16mm., sd., b/w., 27 min.) 


An executive learns through experience and his doctor how to work and live with his heart. 
Specially recommended by Amer. Heart Assoc. 


Rental, $10.00, 1 day Sale, $125.00 


For SOUTH and LATIN AMERICA—Films with SPANISH narration 
HOW TO AVOID MUSCLE STRAINS SOS DON'T HAPPEN Series: 
IGNITION & SPARK PLUGS ORGANIZATION 
SAFETY SAKE #) MACHINES 
+3 HANDLING 
#4 FALLS 
#5 CLOT! 
FATAL SECONDS #6 SAFET SOR 
OPERATION SURVIVAL #7 EARLY HANDLING OF SPINAL INJURIES 
(Parachutes and Air Safety) 


THE BILLION DOLLAR MALADY (Common Coid) See above. 
(WRITE FOR DESCRIPTIVE FOLDER AND PRICES to: Dept. SP-364) 


BRAY STUDIOS, INC, | new vor 19. ¥. 














Convenient, Clean, 
Accessible! 


Junkin 
STRETCHER CASE & KIT 


Junkin Stretcher cases provide a 
compact convenient place for storing 
the army type stretcher, blanket 

and first aid equipment. Protects from 
dirt and grime — saves valuable 
space. Available as kit or case only. 


JUNKIN 
SPLINT- 
TYPE 
- STRETCHER 


Rigid construction. Patients may be carried 
vertically or horizontally, greatly reducing 
danger of moving from inaccessible loca- 
tions. Canvas web-straps at chest, ab- 
domen, thigh and calf, hold patient securely. 





Send for descriptive literature. 
Canadian Distributor: Lame: Safety Lid. 1 wrns 


SAFETY APPLIANCES \ 


3121 Millers Lane, Louisville 16, Ky. 
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When a vehicle runs over it, the 
Saf-T-Post snaps back to its original 
upright position. Radiator Specialty 
Co. makes it of yellow polyvinyl. 
This traffic guide has a grey iron 
base to provide a solid foundation. 

Circle No, 247 on reader service card 


Eye, face wash 
Booth No. 167 

Not a harsh spray or jet of water 
—Speakman Co.’s aerated eye and 
face wash stainless steel fixtures pro- 
vide twin curtains of gentle water. 


A quick push on the valve releases 
a flood of water to dilute and wash 
away harmful particles. The sooth- 
ing effect of aerated water makes 
it possible to keep the eyes open 
during flooding and diluting. 

Circle No. 248 on reader service card 


Resuscitator kit 
Booth No. 168 

Globe Industries, Inc., will exhibit 
its low-cost, lightweight, 2-cylinder 
resuscitator kit, the Compact II. It 
includes the Seeler resuscitator valve, 


an aspirator, two medical D cylinders, 
and a metal box for containing and 
protecting the equipment. See the 
first public demonstration of it at 
the National Safety Congress & 
Exposition. 


Circle No. 249 on reader service card 


Oily waste cans 
Booth No. 169 


Eagle Manufacturing Co.’s waste 





cans prevent fires due to the disposal 
of solvents, oily waste, rags, swabs, 
shavings, and other materials that 
may catch fire spontaneously. Cans 


come with or without foot levers. 
Choose from 6-, 10-, 14-, and 21- 
gallon sizes. Covers prevent ignition 
of contents. Cans are steel, bright 
red for easy identification. 

Circle No. 250 on reader service card 


Nitrile rubber coated gloves 
Booth No. 170 

Granet Corp. offers work gloves 
coated with nitrile rubber. This syn- 
thetic latex (first time used for this 
purpose) provides protection from 


oils, greases, hydrocarbons, solvents, 
acids, and many other liquids and 
gases. Granet’s Nygran gloves have 
abrasion resistance equal to plastic 
and cut resistance comparable to 
neoprene. The company claims tests 
show that Nygran gloves give supe- 
rior low and high temperature resist- 
ance. 
Circle No, 251 on reader service card 


Safety hats, caps 
Booth No. 171 


The Apex Safety Products fiber- 


continued on next page 





IT'S NEW 
IT’S DISPOSABLE 


DIAMOND PVC 
PROTECTIVE SUIT 


Gives you these 
outstanding 
advantages: 


Resistant to most acids 
and alkalis 


Dustproof 
Fire resistant 


Unaffected by oil 
or grease 


Waterproof 
Lightweight—only 14 ozs. 


Here is a protective suit spe- 
cially designed to provide wearer 
protection in a wide variety of 
industrial operations involving 
exposure to chemicals, water, and 
excess dust or dirt. Made of in- 
expensive polyvinyl! chloride plas- 
tic, it fills the need for a dispos- 
able protective suit at a fraction 
of the usual cost. 

Slip-over jacket and trousers 
are generously proportioned for 
comfortable fit over ordinary 
work clothing. Elastic tape at 
neck, wrists and ankles insures 
tight fit for additional protection 
against dust, sprays and splashes. 


PLACE YOUR ORDER NOW! Yellow color, available in small, medium 
and large. Specify Cat. No. SF-1126 


SAFETY FIRST SUPPLY COMPANY 


425 Magee Street + Pittsburgh 19, Pa. 
Branches at Cleveland, O., Toledo, O., and Charleston, W. Va. 
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TWO MEDICALLY APPROVED 


FOR 


INDUSTRIAL 


WORKERS 


(1) PH7 Protective Cream is non- 
greasy, non-irritating and non- 
sensitizing to the skin. 

Applied before starting work, 

one application is effective for 
three to four hours against the 
following irritants: Lubricating 
oils, cutting compounds, syn- 
thetic resins, solvents, printing 
inks, paint, fibre glass, iron dust 
and chlorinated naphthalene. 
(2) Work Cream is a soft, white 
hand cream which is applied after 
exposure to degreasing materials 
and at the end of the day’s work 
to help keep the hands in good 
condition. Workers using sol- 
vents and other strongly de- 
greasing materials will find Work 
Cream helpful in preventing 
roughness, dryness, chapping and 
cracking of the skin. 

Cap type pump dispenser avail- 
able for use with one pound jar. 





LESTER L. BROSSARD CO. 
540 N. Michigan Ave., Chicago 11, Ill. 














Protect Your 
Employees 


INDUSTRIAL 


tema” Anti-Noise 


EAR STOPPLES 


WHDORSED BY LIABILITY 
satopu Aaa Compensation Claims! 


. Provides airtight seal against disturbing 
noise, yet permits normal conversation. 


. No sizes or fittings to bother with. 
Flents are soft, pliable and mold easily 
to fit all ear canals. 


. LOW COST make Flents disposable after 
use. A vital health factor. 


. Preferred by workers for comfort. 
. Proven superior by independent tests! 


. Gov't endorsed, standard supply for 
Air Force personnel. 


Send for Free testing samples. 
Ask for “INDUSTRIAL NOISE” booklet 


USED BY ‘BLUE CHIP’ INDUSTRIAL FIRMS 
OVER 30 YEARS 
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glass safety hats and caps are light- 
weight, resilent, corrosion-resistant, 
with suspension that evenly distrib- 
utes impact. New hat suspension 
eliminates irritating hat wobble, fits 
any Apex hat or cap. Colors are 
permanent white, red, yellow, orange, 
blue, brown, grey, and green. 
Circle No. 252 on reader service card 


Safeguard press guard 
Booth No, 172 

Safeguard Manufacturing Co.’s 
overhead mount pullout guard gives 
workers enough freedom to move 


large parts from skids to the press, 
yet restrains movement toward the 
danger zone. It can be adapted to 
multiple installations where two or 
more men work on the same press. 
Circle No, 253 on reader service card 


Portable film projector 
Booths No. 173-174 


Minnesota Mining & Manufactur- 
ing Co.’s portable overhead projector 
folds into a single, self-contained 
unit which can be carried easily. It’s 
ideal for safety meetings or demon- 


a 





strations to workers. Also introduced : 
regular and color transparency films; 
audio kit and slide attachment for 
standard projectors. 

Circle No, 254 on reader service card 


Solder flux solvent 
Booth No, 175 


This safety solvent removes solder- 
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FITE RITE 


EMERGENCY BLANKET 


Save More Lives, Material and Equipment 
Smother Gases and Fire 
Quick Aid for the Injured 


WOOLEN FIRE AND 
FIRST AID BLANKETS 


This is a 4 Ib. All Wool 

Blanket. Wool being very 

flame resistant, this blanket 

does not require treatment as 

do part wool blankets. 

¢ As a wrap for shock and 
exposure cases, 

¢ A must for schools 

¢ Good for fire fighting 


Each hlanket 

comes in Self 

Storing Contain- 

Hangs on 

or Post 

Fire Ex- 
tinguisher. 


ASBESTOS 
FIRE BLANKETS 


Blankets available in com- 
mercial grade or Underwrit- 
ers’ grade Asbestos cloth. 


* Smother clothing fire by wrapping victim in 
blanket, 


¢ As a shield to flee through flaming area. 
© Beat out or smother small fires and flash fires. 


© Provides protection for machinery and equip- 
ment. 


COTTON GOODS MFG. COMPANY 
216 N. Clinton St. * Chicago 6, Ill. 


Send for literature: Fite Rite Emergency Blankets 
and Bar-L Shower Curtains. Furnished in all grades 
of materials and sizes. 


... and 
PREVENT 


Safety Wheel Blocks are 
light, strong, tough because 
they're STEEL CAST- 
INGS. Hold heavy trucks, 
trailers with ease. Prevent 
accidents caused by vehicle 
moving away from dock 
while loading, unloading. 
Easy to handle, store. Prac- 
tically indestructible. 
Stocked for 

Immediate 

Delivery 


$12.35 ea. 


1-5 Blocks 
$11.45 ea. 


6 or more 





F.0.B Order now for immediate delivery! 
Hammond, ind. Write for itlustrated catalog. 


CALUMET STEEL CASTINGS CORP. 
1640 SUMMER STREET » HAMMOND, INDIANA 
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ing fluxes from electronic circuits. 
It costs less than fluorinated hydro- 
carbons and has a slower evaporation 
rate. Vythene PC has no flash point, 
is low in toxicity and high in purity. 
Tect, Inc., says it can be reclaimed 
with suitable distillation equipment. 
Or use the reclamation services of- 
fered by the company. Working sam- 
ples are available. 
Circle No, 255 on reader service card 


Goggle clips 
Booth No, 176 

Goggles always slipping off the 
smooth surface of hard hats and caps 
are annoying distractions. American 
Industrial Safety Equipment 


ats 


25 


Co.’s 


adding to the holding power of the 
loop and making it is impossible for 
the strands to protrude. 

Circle No. 257 on reader service card 


Tu-Way goggle clips maintain the 
position of the goggles whether they 
are raised or lowered. The elastic 
headband is simply inserted into the 
clips. Clips are easily attached and 
removed from the hats or caps. 
Circle No, 256 on reader service card 


Rubber clothing 

Booth No. 178 

‘ . The U.S. Rubber Co. will display 

Wire rope sling a wide range of safety footwear 

Booth No, 177 and protective clothing in safety yel- 
The eye loops of Bethlehem Steel’s low. Royal Tempered rubber foot- 

Torpedo sling are fabricated by a wear includes the black Snuglace, 

rubber work shoe (shown), black 

boots, the 10-inch Bootee, and the 


a ® 


method known as loop-lock, which 
interlays the preformed _ strands 
around the loop for great strength 
and security. The loop-locks are re- 


inforced by a tight torpedo collar, continued on next page 





OCK 2 


Stocking cap... 
yet costs only 25¢ 

We took the good old snug, warm stocking cap and 

re-designed it to fit comfortably under a hard hat. The 


result is the StaSafe Windsock. There’s nothing 
complicated about wearing a Windsock . . . no pushing, 
no snapping and unsnapping, no bothersome and 

time wasting installation. Best of all there’s no size 
problem. Every Windsock fits every man because the 
stockingette weave easily expands to any head size. 
Windsocks are easy to order, too. No variations in 
helmets to keep in mind. No variations in fabrics or sizes. 


Just specify Windsocks and they’ll fit! 


One dozen only $3.00 plus postage. 


STANDARD SAFETY EQUIPMENT COMPANY 
431 NORTH QUENTIN ROAD © PALATINE, ILLINOIS 


13 HECKEL ST. 12921 W. WASHINGTON BLVD. 855 EAST 152nd STREET 
BELLEVILLE 7, N.J. LOS ANGELES 66, CALIF. CLEVELAND 10, OHIO 
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Terre Haute—all with safety steel 
toe. 


Circle No. 258 on reader service card 


Welding helmet 

Booths No. 179-181 

_ Fibre-Metal Products’ No. 880 
welding helmet weighs only 22 ounces. 


Use it for heavy impact face protec- 
tion or welding, with conventional 
headgear or with a safety cap. 

Circle No, 259 on reader service card 


Firefighting equipment 
Booth No. 182 

Elkhart Brass Manufacturing Co., 
Inc., will feature its line of firefight- 
ing equipment that includes Select-O- 
Flow Constant Flow Mystery nozzles, 


jumbo nozzles, valves, couplings, ex- 
panders, and extinguishers. A 76-page 
catalog covering the complete line is 
available to municipal and industrial 
fire departments. 

Circle No. 260 on reader service card 


Channel framing 
Booths No, 183-184 

The Globe Co. says its channel and 
fittings can be used for any framing 
or suspension purpose. Set them up 
with a hacksaw and wrench. Use 
them again and again, as storage 
racks, bins, concrete inserts, housing 


for electrical cables, tubing, pipe 
clamps, and other general construc- 
tion needs. See them at the show, 


along with safety ‘rating, cable trays, 
metal partitioning, and slotted angles. 
Circle No, 261 on reader service card 


Powdered hand cleaner 
Booth No. 185 


Peck’s Products Co. (Pepco) 
powdered hand cleaners produce a 
washcloth action which gently re- 
moves imbedded soil. Use it as often 
as necessary, without fear of chap- 
ping even in coid weather. A group 
of antisept‘c powdered hand cleaners 
is included in the Pepco line. 
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Solvent degreaser 
Booth No. 186 


National Chemsearch Corp. SS-25 





ALLSAFE WINTER LINERS For HARD HATS 


Insulates for Warmth 

Sheds Water like a duck 

Extra long back—Protects neck 
Snug fitting around face and neck 
Quick Installation—3 strap 


attachment 


THERMAL MODEL AA-|I 


Sizes: Medium and Large 


© Fast adjusting chin strap with snap 
@ Easily laundered in any machine 
®@ Does not require dry cleaning 


© Attractive Green Poplin Color 
Grey Thermal Lining 


® Combines comfort and safety 


STANDARD MODEL AA-2 | Sizes: Medium and Large 


Water Repellent 
Heavy Weight Poplin 
Flannel Lined 
Precision Die Cut 
Accurately sized 


1-99 


Long Wearing 

Attractive green color 

No metal to touch head 

Tie Cords at chin 

3 Strap Headband attachment 


eo. 





ECONOMY MODEL 
Top Tie Strap 


Sizes: Medium and Large 


No metal to touch head 
Soft Fleece Lining 
Good Serviceable liner 
Lower Cost 


Sturdily constructed AMERICAN ALLSAFE €0., INC. 
199 + $95 100 + = ($.85 wate for BUFFALO 13, NV. Y. 


Quantity Prices 


Tie Cord at chin strap 
Olive Green Color 
Accurately sized 
Standard design 
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doesn’t moisten electric motor wind- 
ings, leaves no residue, eliminates 
greases and oils. It has a dielectric 
constant of more than 25,000 volts, 
and doesn’t flash at the boiling point. 
Produces no toxic fumes. 

Circle No. 263 on reader service card 


Nylon rope thimble 
Booths No. 187-188 


Newco Manufacturing Co., Inc., 
markets a nylon rope thimble that re- 
tains the rope at top and bottom and 
allows it to stretch 60 percent at 
bottom. Made of aluminum-bronze 
alloy. The company says that the 
thimble reacts favorably to nylon 
rope, while galvanized thimbles do 
not. The thimble carries a safety fac 
tor of six. 

Circle No, 264 on reader service card 


Aluminum step ladder 
Booth No. 190 


Stability not previously known in 
metal stepladders is claimed for the 


oF 


sel 
i 


aluminum ladders to be shown by 
Bauer Manufacturing Co. Patented 
gusset plate reinforces the side rails. 
Steps as well as iron bars in the back 
give added rigidity. 
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Vinyl impregnated gloves 
Booth No, 191 

On exhibit by Riegel Textile Corp. 
will be vinyl-impregnated gloves. 
Mighty Scots are guaranteed to be 
machine washable and _ dryable. 
Riegel states they will not shrink. 
They provide finger dexterity and 


They come 
men or 


good gripping qualities. 
in green, with sizes for 
women. 
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Safety climbing device 
Booth No. 193 

As the photo shows, a climber 
using Safety Tower Ladder Co.’s 
Notch-Lok ladder climbing safety 


device has full use of both hands. 
He can lean back into the belt while 
climbing with tools in both hands. 
The belt locks automatically in case 
the climber falls. 


Circle No. 267 on reader service card 


Appliance cot 
Booth No. 194 

Model 26 permits carrying patients 
who must remain in an upright posi- 
tion, such as cardiac cases, in ve- 
hicles that do not have sufficient 
headroom for ordinary cots. Only 


one man is needed to load and unload 
patients, with no bending or lifting cf 
the cot from the ground to the car. 
Made by Ferno Manufacturing Co. 
of strong, tubular aluminum. 
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Metal safety frames 
Booth No. 194 

Titmus Optical Co. will exhibit 
its 50-mm. eye size frame that ex- 
tends the size range of Titmus M-7 
metal safety frames to meet a grow- 
ing demand for workers with large 
features. It is made for prescriptive 
and plano lenses with 20-, 22-, 24-, 
and 26-mm. bridges. Available with 
or without sideshields. 

Circle No, 269 on reader service card 
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Soap is easy to make. You can make crude 
soap by blending grease with the lye from 
ashes, You can make soap from tallow and 
lye as grandma did. You can make a 
dynamic dirt-getter by adding iron filings 
...or, if you choose, diamond dust! It will 
take the dirt off your workers’ hands... 
and take off the skin, too. The examples 
are drastic . 
You don’t want this kind of soap in your 
plant washrooms. It’s quite true that 


ALMOST 
ANYBODY 
CAN MAKE 


. . but the message is simple. 


pe ae 


but... 


only PAX can make safe, effective, skin- 
soothing, quality-tested PAX LANO-SAV 
HEAVY DUTY GRANULATED SKIN 
CLEANSER. This fine PAX product is not 
soap. It contains soap, but that’s where 
the resemblance ends. PAX LANO-SAV 
HEAVY DUTY is a chemically balanced 
combination of fine skin cleansing agents, 
deep-cleaning tri-dermic scrubbing part- 
icles and exclusive PAX-developed (PAX 
LANO-SAV®) skin conditioning emol- 
lients not available in any other skin 
cleanser. PAX removes the toughest 
factory soils from your workers’ skin so 
safely...so gently...that many plant dis- 
pensaries issue it to workers for home 
the need arises. 
Regular cleansing with PAX helps keep 
your workers’ hands free from dryness 


skin cleansing when 


and irritation despite repeated exposure 
to harsh manufacturing chemicals, resins, 
greases, or even dangerous radioactive 
contaminants. So important is PAX in 
keeping skilled hands healthy and 
productive, many PAX customers say that 
because of the plus benefits received, it 
really costs nothing to use. Because PAX 
contains no lazy “fillers”, your workers 

will need smaller servings. In 

actual use PAX... the finest 

you can buy will cost 
you less than cheap hand 
scouring soaps. 2061-4 


G. H. PACKWOOD MFG. CO. 
1545 TOWER GROVE e ST. LOUIS 10, MO. 
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Safety films 
Booth No. 195 

International Film Bureau, Inc., 
people will discuss with you how their 
safety films can add more punch to 
your safety program. Whatever your 
safety problem, they’re interested. 


Circle No. 270 on reader service card 


Paint spray respirator 
Booth No. 198 


Glendale Optical Co.’s Paintmaster 
stops all nontoxic paint spray par- 


ticles as small as 1 micron (1/25,000th 
of an inch). It weighs only an 
ounce, fits any size and shape of face. 


Easy filter replacement. Use it with 
goggles or safety glasses. 


Circle No. 271 on reader service card 


Leather gloves, mitts 
Booth No. 199 


Racine Glove Co. will exhibit its 
line of Thermo-Gard leather gloves 
and mitts. The glove shown is wool- 
lined with an extra fiberglass palm 


liner and an aluminized asbestos back 
liner for protection against heat. The 
mitt features a double palm with an 
asbestos underlay and wool lining for 
extra heat protection. 
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Highceiling lighting 
Booth No. 208 
Swivelier Co. is offering a com- 


pletely redesigned line of adjustable 
fixtures for structures with high 
ceilings. All lamps are made with 
the unique Swivelier spring-tension 
socket that adjusts position without 
wing nuts or set screws. Just set it 
at any angle, and it stays put. 
Circle No, 273 on reader service card 


Safety paint 
Booth No, 209 

Lawter Chemicals’ Traffic Yellow 
is the latest addition to its line of 
Hi-Viz industrial safety paint. This 
fluorescent paint has wide application 
in industry. It maintains its color up 
to 21 months or longer, depending on 
method of application and weather 
conditions. Brush, roller, or spray 
may be used. Lawter will show color 
slides of Hi-Viz in various applica- 
tions at this booth. 

Circle No, 274 on reader service card 


Power megaphone 
Booth No. 210 


Antrex Corp. will exhibit its 
Rocket Voice RV 50, portable tran- 
sistor power megaphone. The speak- 
er’s voice is heard even amid con- 
struction and industrial noise. Use 
it with the new lip microphone that 





BECAUSE— 


SEECLOTH 


THE LARGEST COMPANIES IN THE COUNTRY GIVE THEIR 


vs 


q] 
ysit 2 Ww 


WORKERS SEECLOTH FOR FOGPROOFING GOGGLES & 
WINDSHIELDS. WHY? 


Oo. 
oot - ¥ 
— 
4. In truck fleets and bus fleets, 


the larger pieces of SEE- 


. It is the most convenient and economical 
method known for fogproofing goggles or 
windshields. The cloth lasts for as long as a 
year if kept clean and dry. 


It saves the worker's time. He doesn't have to 
go anywhere to do anything about his goggles 
—he has the means of fogproofing them right 
in his pocket. 


. If he fogproofs his goggles in the morning and 
after lunch, while his hands are clean, by wip- 
ing them with SEECLOTH, the goggles stay 
clear all day long and the cloth stays clean. 


CLOTH fogproof the wind- 
shie'd and prevent acci- 
dents. One fogproofing a 
week is usually sufficient to 
keep the windshield clear. 


. SEECLOTH is made in a variety of sizes, 
namely, 3"'x8" strips and also 8"x9", 12"x18" 
and 16"x18" pieces individually packaged in 
polyethylene envelopes. 


HYGIENE RESEARCH Inc. 


684 BROADWAY, NEW YORK, N. Y. 
Samples on request. Write Dept. O-61 
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and leaves both 
hand-held 
pick up only the 


is worn like glasses 


hands free, or with the 


model. Both models 


speaker’s voice, not 
noise. V¢ 


from 


surrounding 
lume control adjusts sounds 
a whisper to a roar. 
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Emergency wash fountain 
Booth No, 211 

Logan Emergency Showers, Inc., 
decontamination fountains offer first 
aid to eyes, nose, and mouth from the 
effects of acids, chemicals, fuels, 


caustics, and radiological, bacterio- 
logical, and other foreign matter. A 
flow of water 8 inches by 8 inches 
bathes the entire face without pres- 
sure. 
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Safe clothing 
Booth No. 212 


Institute of Industrial Launderers 
offers leaflets describing the dangers 
of ripped or torn clothing, trousers 
with cuffs, oil- or chemical-soaked 
clothing. While you’re at this booth, 
ask about the leaflet “Selecting A 
Uniform.” It points out pitfalls to 
avoid in selecting a work uniform. 

Circle No, 277 on reader service card 


Kurvedge kits 
Booth No. 213 


These unit first aid kits feature 
heavy-gauge construction for dura- 
bility, but are without sharp corners. 
Both the tops and bottoms of these 
kits are drawn rather than welded 
for improved appearance and pro- 
tection against infiltration of mois- 


continued on next page 
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SAFETY 
ane 
yo" ae 


MACHINE 
OPERATOR 


BE 
CAREFUL} 
KEEP THIS PLACE |i 
CLEAN AND ORDERLY | 


HIGH 
|_VOLTAGE _| 


THINK 


KEEP THIS 
PASSAGEWAY 


‘round the clock pro- 
tection with READY-MADE 
Safety Signs! Thousands of 


proven safety wordings to 
warn workers 


SAFETY GLASSES 
REQUIRED 
IN THIS AREA 


SIGNS 
FOR 
SAFETY 


HARD HAT 
AREA 





Send for NEW 
4-color catalog 
today! 


Ready Made SIGN Co. INC. 


Dept. OH-i0 115 WORTH STREET, 
NEW YORK 13,N. Y. 











THE MINUTEMAN’S VALUE i is measured 








The MINUTEMAN is priceless in terms 
of the function it performs—the saving 
of human lives. It is a quality instrument 
combining resuscitator, inhalator and as- 
pirator in one compact unit, weighing 
under 30 pounds with tank. In respira- 
tory emergencies such as drownings, elec- 
tric shock, gas poisoning, suffocation and 
heart attacks, the STEPHENSON MIN- 
UTEMAN RESUSCITATOR restores the 
breath of life. Operating pressures are 


Fo a PATI 


Wt starry 


v. s, ri 
In Canada — Wilson & Cousins, Toronto 


| in HUMAN LIVES 





easily adjusted from Infant to Adult. An 
extension hose can be used for victims in 
inaccessible locations. You need a 
MINUTEMAN—better get it now—for 
you may have to use it sooner than you 
think. Send coupon for further informa- 
tion. 


PP OSSSSSSSO2CCSOE842ES8ESS4S29 1 
STEPHENSON CORPORATION 
Red Bank, New Jersey 
( ) Please send Minuteman Folder F-5 
( ) Please arrange for demonstration 
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ture and dust. 
perin Co. 
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Made by A. E. Hal- 





Ultrasonic illness 


Midland Manufacturing Co., 
Kansas City, Kans., found its 
sickness rate dropped sharply 
the day the plant quit using an 
ultrasonic cleaning machine. In- 
vestigators said noise vibrations 
in the high-frequency range be- 
yond human hearing may have 
brought about illness much like 
motion sickness. 





Day-Glo industrial paints 
Booth No. 214 


Switzer Brothers, Inc., will feature 
its new Day-Glo daylight fluorescent 
industrial, aviation, and marine safety 
paints. There are five colors that 


glow even under poor light. Use the 
paints for cranes, trucks, danger 
signs, containers for flammables, 
first aid boxes, machinery, safety hel- 
mets, beams, traffic hazards, or fire 
protection equipment. 
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Noise control 
Booth No, 215 

Industrial Acoustics Co., Inc., will 
feature its Noishield panels. The fire- 
resistant acoustic panels are sound 


barriers and partial enclosures tor 
control of industrial noise. Buy them 
in cold rolled galvanized or stainless 
steel or in other materials used to 
service specific needs. 
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Emergency light 
Booth No. 217 


The Model 2FA Beam-QO-Matic, 
improved version of a long-popular 
emergency lighting unit, has just 
been released. Added features are 
a cut-off switch, pilot light, ammeter, 
and milliameter for better perform 
ance and a minimum of care. It’s 
ideal for spots in the plant where 
a power failure could result in panic, 





KENNEDY 
HEAD SNUGGER 


Winter Liners 


ESSENTIAL for 
outdoor workmen 


Kennedy Head Snuggers, as iiners under safety 
hard hats, provide the necessary protection 
against cold, wintry blasts. Made of strong san- 
forized materials, completely washeble. Hold 
their shape and color. An outstanding buy in 


winter liners. 
TOPS IN WARMTH 
COMFORT and SAFETY! 
The Original and Only “‘Head Snugger"* 


SPECIAL MODELS for LINEMEN 
With molded KLIKON buttons—no metal parts. 


Write for information 


KENNEDY- 
INGALLS, Inc. 


3735 NORTH 35TH 
MILWAUKEE 16 


STREET 
WISCONSIN 
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MARTINDALE 


DUST MASKS 


ny PLACE HEAD- 
~) BAND WELL 
* lup AROUND 
HEAD TO KEEP 
FROM SLIP- 
PING DOWN 
a 


PRESS NOSE 
TABS IN CLOSE 
AGAINST FACE 
TO HOLD PAD 
AGAINST THE 
NOSTRILS 


PRESS EDGES 
OF FACE PLATE 
DOWN TO FIT 
FACE SNUGLY 


g 
Real protection at low cost 


So easy to wear, yet large filter area gives 
positive projection against over 400 nuisance 
dusts. Mask weighs less than '/2 ounce. Easy 
press-fit contour adjustment, fits any head size. 
Replaceable throw-away filter pads — only 
clean gauze touches the face. Satisfied users 
everywhere. 


Protective Masks 

No, 1 Refills (standard wt.) ... .02 ea. 
No. 2 Refills (double-thick pad) .02'/2 ea, 
Masks packed in individual envelopes. 
Refills packed 25 to a box. Minimum 
charge of C.0.D., $2.00. Minimum cash 
with order, $1.00. 

cash orders. 


QUANTITY DISCOUNTS AVAILABLE 


MARTINDALE ELECTRIC CO. 


1311 Hird Ave. 


Postage paid on all 


Cleveland 7, O. 











Style No. 200 Illustrated 
MAXIMUM PROTECTION for the 


entire foot. Easily and comfortably 
worn over the shoe. Metal shield 
provides protection for the entire 
foot. 


“SANKEY” TOE GUARD 


Style #702 Illustrated 
Toe protection with any type soft 
comfortable shoe or for the sensitive 
foot. 


Send for Free Brochure 


ELLWOOD SAFETY APPLIANCE COMPANY 


225 Sixth St. — O — Ellwood City, Pa. 
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accidents, or stoppage of essential 
work. U-C-Lite Manufacturing Co. 
makes it. 

Circle No. 281 on reader service card 


Folding barricade 
Booth No. 218 

Guard-Gate is a quickly assembled 
temporary warning device for plants, 
highways, police and fire depart- 
ments. Complete with mounting for 
flasher warning lights, flares, signs, 


= 


or extra-large flag shafts. Rubber- 
grip handles for easy opening, clos- 
ing, and carrying. This West Side 
Iron Works product comes in 4-, 6-, 
or 8-foot lengths. Reflectorized, 
traftic yellow cross bars assure maxi- 
mum night visibility. 
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Seat belt 
Booth No. 224 

Auto-Crat Manufacturing Co. 
claims its patented swivel hardware 
is the basis for new standards being 
developed in Washington. It is used 


THIS! NOT THIS! 


to fasten the end of the seat belt to 
an eye bolt installed through an auto- 
mobile’s floor. It prevents wearing 
or shearing the belt fabric. Car man- 
ufacturers use this type of eye bolt 
in 1962 models. 
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Casting holder 
Booth No. 226 

Osborn Manufacturing Co.’s 
Spruemaster is aimed at increasing 
production and cutting workers’ fa- 


tigue in die casting shops. ‘lapered 
sprues provide good holding power. 
Distance from sprue to handle is 10 


oy 


7S 


or 15 inches. The Spruemaster will 
accommodate a wide range of sprues. 
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Toilet bowl cleaner 
Booth No. 227 

Easy and simple to use—custo- 
dians simply open a package and 
drop a tablet in the bowl. The Bol- 
Tab fizzes and dissolves rapidly, cre- 


ating an efficient cleaning solution 
in 3 minutes. Rust stains and lime 
deposits disappear. Horizon Indus- 
tries claims that savings of 2 to 6 
cents per cleaning are reported. 
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Ladder equalizer 
Booth No. 228 


The Equalizer is a unique develop- 
ment in ladder safety by Hopfeld 
Industrial Manufacturing Co. Claimed 
by HIMCO to be foolproof, the 
Equalizer is automatic, fits into the 
base of a ladder. Two base legs adjust 


irregular 
slopes, or steps, then lock automati- 
cally when you step on the ladder. 
Just set the ladder and forget it. 
The mechanism is sealed in and self- 
lubricating. 


vertically to surfaces, 
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Complete Safety 


with a 


HI-REACH TELESCOPER 


Fast work with all tools 
and materials on the 
platform 





























Model LB 

4 (illustrated 
Hi-Reach Telescoper 
Lifts 20 ft. to 40 ft. Lift 10'9”—$370.00 
$1510.00 up Lift 15°0”—$400.00 


Custom built Hi-Reach Telescopers up to 100 ft. 
Write for complete catalogue 
Headquarters for standard and special 
built overhead servicing lifters and 
material handling equipment since 1901. 


J-Vconomy 
7" ud. POT EP TEPTE DTT 
) SIpNGLNZirnilive 
i 
4534 West Lake Street, Chicago 24, Illinois 
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Martindale mask 
Booth No. 229 

These protective masks are eco- 
nomical, can be worn comfortably. 


They protect workers against all non- 
toxic dusts as well as paint spray. 
Martindale Electric Co. will show 
them. 
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Warning ring 
Booths No. 230-231 


When a sling is overloaded, the 
Campbell Chain Co.’s Sentry slings 
stretch and elongate. The change in 
shape is a warning, helps you avoid 
permanent damage to the sling. Re- 


pair costs are low, since in most cases 
only the ring has to be replaced. 
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Safety signs 
Booth No. 234 

The photo illustrates an Enduro- 
namel panel and changeable plastic 
letters to promote plant safety and 


security. Wagner Sign will display 

these products along with others at 

the 49th National Safety Congress. 
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Eye chart 
Booth No. 235 


National Medical Supply Co. fea- 
tures its fluorescent illuminator with 
standardized Sloan letters. Each 
line of letters is about 25 percent 
larger than the line below. It may 
be mounted on a wall or heavy base 
stand. 
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Lowering device 
Booth No. 255 





HEE RING 


(Patented & Registered) 
Proximity and 
Emergency Entry 
Fire Rescue Suit 


228 W. Huron Street 
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Chemical and Gas 
Resistant Suit 


...three 


ifels 


the show 


Ask for current lit 


any, or all THRE 


re 


These 


THREE are worth knowing 


more about! 


Materials, Fit 


Our 
insure the finest Safety 


i@ peter buen. 


Design, 


and Fabrication 


. visible standards offering 


MORE SAFETY PER DOLLAR. 


See for 4 


} 
ursell 


PROTECTIVE | 





APPAREL 


Chicago 10, Illinois 
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Visit with us 
at Booth 77 
— National 
Safety Show. 


GREEN SATEEN 


Ya dl * 2° 


Flame Proofed Washable 
Light molten splash/spark, 
and flame resistant suit. 


Established 1918— Manufacturers of a 
complete line of Industrial Safety Clothing. 





Now workers can control the rate 
of descent with their fingertips. Sky 
Genie, an Atlas Safety Equipment 
Co. product, operates by friction. It 
consists of an aluminum shaft with 
a length of strong, lightweight nylon. 
It may be used with a safety belt, 
boatswain’s chair, or stretcher, in 
construction, painting, breweries, and 
refineries. 
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Safety pliers 
Booth No. 301 


Whether he feeds punch presses, 
hydraulic presses, drop hammers, 
forges or air presses, Searjeant Metal 
Products safety pliers, vacuum lifters, 
and other hand tools keep a worker’s 


hands out of danger. They are made 
of aluminum alloy with high tensile 
strength. A safety spring keeps the 
pliers open. A safety loop in the 
spring, through which the operator 
inserts one finger, enables him to 
pick up work without laying the tool 
down. 
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Gas detector 
Booth No. 303 


Draeger Corp.’s multigas detector 
traces and measures concentrations 
of more than 30 gases. It’s hand- 
operated and easy to use—anyone 
can get a quick, accurate reading. 
Over 40 different detecting tubes. 
Use it in chemical plants, oil refin- 
eries, or steel mills as well as labor- 
atories. 
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Fire-resistant fabric 
Booth No. 305 


Wamsutta/ Pacific Industrial Fab- 
rics will have representatives at the 
National Safety Congress to listen 
to your questions with respect to fire 
or burn hazards. Their specialists 
on fire-resistant fabric and clothing 
will gladly study your requirements 
and make recommendations to meet 
your needs. 
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Safety grating 
Booth No. 306 


Firm-Grip portable stair platforms 
exhibited by Bustin Steel Products, 


continued on next page 


Circle No. 110 on reader service card 


1" AIR FOAM PAD 


TOP SURROUNDED 
WITH RUBBER BUMPER 


STURDY WELDED 
TUBULAR CONSTRUCTION 


a “MUST” 
for your 
first aid. 


2 BALL BEARING 
WIVEL CASTERS 


WING NUTS TO LOOSEN TOP 


RESTRAINING STRAPS 


2 NON-SWIVEL CASTERS 


BALLOON TYPE TIRES 


HAUSTED Industrial Wheel Stretcher 


Don’t complicate the plight of an in- 
jured worker by moving him care- 
lessly ! 

Use a low-cost Hausted Industrial 
Wheel Stretcher, specifically designed 
for the first aid departments of all 
industrial plants. 


The top of this wheel stretcher may 
be removed and set on the floor on its 
2” legs. This permits easier, safer 
placement of injured worker on litter 
following an accident. 

Balloon-type pneumatic tires on ball- 
bearing wheels, a full size, 26%” x 
74”, 19-gauge steel litter top with a 
rubber bumper surrounding all edges 
are popular features. A 1” air foam 
pad and pair of restraining straps 
are provided. 

The Hausted Industrial Wheel 
Stretcher is made of welded 1%” steel 


tubular frame. It has an aluminum 
utility tray for blankets, etc. 


Made by the Simmons Company, 
Hausted Division, the largest pro- 
ducer of a line of hospital wheel 
stretchers and allied equipment. It 
is engineered to give vafue and years 
of trouble-free service. 











ADR. 
SAL 


rye ei 
SLIP ‘Vi Wi 


GETS-A-LITE GUARD and GUIDE 


Quickly and Easily Installed 
by Anyone — No Tools 
Needed! 


Simly slip GETS-A-LITE GUARD AND 
UIDE over the fixture, as illustrated. 
Made of indestructible spring steel 
wire. Nothing to break, get out of 
order or replace, Will last indefinitely. 
Once installed, GETS-A-LITE GUARD 
AND GUIDE is NEVER removed. 
Nothing to unlock, fuss with or lock, 
when changing lamps. 
GETS-A-LITE GUARD AND GUIDE ac- 
tually steers lamp into socket, enabling 
maintenance man to change lamp in 
10 seconds! 
Available for 40 watt and 100 watt 
fluorescent lamps. 


GETS-A-LITE Company—Dept. 0-101 
3865 N. Milwaukee Ave. 
CHICAGO 41, ILLINOIS 
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eh) -jejii. 
PLIER 


PRODUCED IS 
TAILORMADE 
FOR THE JOB 


OSBORN PLIERS 
eliminate costly accidents, to 
the operator, to equipment, 
dies and electrical hook ups. 
Osborn’s growth in the Safe- 
ty Plier-Tong field (using K 
formula Aluminum Alloy) 
and development of the SAFETY LOCK- 
OUT — protecting switch boxes — gate 
values, is due to engineering “know 
how” and research in YOUR particular 
problem or need. 
Write or call — an industry proved 
safety engineer will help you 
. “for Safety's Sake”. 


MANUFACTURING CORP. 


WARSAW, INDIANA 
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program. We can assist yqu.,... 
in planning that program, Bees 
ty Fi, 


designing an award pin fore” 
you. The service is free . # 
the savings are great. 


IT CAN 
PAY 
DIVIDENDS ! 


THE METAL ARTS CO., ING 
ROCHESTER 21, NEW YORKaqe/e >: 





“GARDWELL” 
QUIPMENT 


ey INDUSTRIAL 


Tale! 


For maximum protection at lowest cost specify 
GARDWELL, designers and manufacturers of 
safety clothing and equipment since 1924. 


“FRANK” 
LEGGINGS 
AND 
SPATS 


4 


FIRE 
APRONS BLANKET 
& CONTAINER 
\ . . 
See us at our Exhibit — National Safety Congress 
Oct. 16-20, Conrad Hilton Hotel, Chicago, Booths 55 and 56 


WRITE FOR OUR COMPLETE CATALOG 


CLOTHING & EQUIPMENT (2% 


- 1990 EAST 69th ST. ° CLEVELAND 3, OHIO 
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Inc. provide workers safe, comfort- 
able footing even on wet, oily, and 
greasy gratings. Nonslip qualities 


last through years of hard use, give 
safe traction on steep inclines. You'll 
be able to see Firm-Grip in action at 
the Bustin booth. 
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Air compressors 
Booth No. 308 
Cornelius Co.’s portable high-pres- 
sure air compressors provide pure 
compressed air for 
breathing equipment. 


demand-type 
Use them also 


for processing and in the laboratory. 
Specification is: 4 c.f.m. of free air 
to 3,000 p.s.i. The model shown is 
the 3800102 equipped with a 3-horse- 
power, 220/440-volt, 3-phase, 60- 
cycle motor. 
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Utility barricade 
Booth No. 310 





Electronic Specialties Co.’s heavy- 
duty utility barricade accommodates 
two lights. Its compact, rugged con- 
struction allows easy handling and 
hauling. It’s made of angle iron. 
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Ear protectors 
Booth No. 311 


Here’s tested and approved protec- 
tion from unwanted noise. Straight- 
away Ear Protectors solve the noise 


problem in areas of missile sites, 
rocket testing, aviation, construction, 
pulpwood, 


industries. 


metalworking, and other 
Model 372-26K teams 
effectively with most safety caps. The 
ear protector kit by David Clark Co. 


(shown here with a Bullard cap pur- 
chased separately) includes the fit- 


tings to attach the domes to a cap. 
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Alloy connecting link 
Booth No. 312 

The McKay Co. will exhibit its line 
of chain products, including the 
Coupl-loy Link designed for quick 
and easy securing of attachments such 
as hooks and rings. It puts the load 


on the link and not on the joining pin. 
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Barricade flasher 
Booth No, 313 

R. E. Dietz Co. reports its 665 bar 
ricade flasher the 
optical acrylic specificaily 
signed for 
lights. It delivers 
ond flash, with a rat 
minute. Approximate signal time is 
750 hours with one battery or 1,560 
hours with two batteries. 
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incorporates 
lens 
use il 


first 
de- 
flashing warning 
a tenth of a 
e of 65 flashes per 


sec- 


Warning flag tripod 
Booth No. 315 


It withstands winds 
m.p.h. and opens to 10% 


up to 25 


feet high, 


says Standard Signs, Inc. The tripod 
has many applications for utilities, 
road and highway crews, construction 


crews, and wherever traffic must be 
channeled away from work areas. 
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Fire alarm systems 
Booth No. 316 


Falcon Alarm Co. will display 


continued on next page 

















THE SOLUTION TO AN OLD INDUSTRIAL PROBLEM 
ti 


SILCONEX (77% silicone) is the most universal skin 
ointment now available. It protects not only against 
water dissolved materials but also against solvents 
and oil-solvent—water—chemical mixtures. It resists 
exposure to strong acids and alkalis, oxidizing agents, 
salts and other chemicals whether in water or organic 
solution. It prevents initial sensitization by allergens. 
It is non-conducting and therefore useful in electronic 
operations. Simple to apply, one or two applications 
a day provide ample protection, It has an important 
place as the most universal weapon against contact 
dermatitis. 


CLEREX & H-R CREAM SOLVENT PROTECTION 
protect the skin against organic solvents, They wash 
off with soap and water. CLEREX is a gel which 
forms a continuous, strong, elastic skin-adherent film 
which does not interfere with tactile sensation, The 
film is insoluble in all anhydrous organic solvents, 
oils and greases. It protects against the hydrocarbons 
(benzene, benzol, toluene, gasoline, varsol, turpen- 
tine, kerosene, solvent naphtha), the chlorinated hy- 


drocarbons, nitriles and the polymerizable monomers 
(styrene, acrylonitrile, and unsaturated esters for pro- 
ducing polyester resins). Used in making and using 
paints, varnishes, plastics, polyester resin—fiberglas 
compositions, lacquers, inks, and in metal degreasing 
using trichlorethylene. H-R CREAM is a modification 
of CLEREX with a vanishing cream base. It is highly 
resistant to all the materials listed under CLEREX. | 
is useful where protection must be applied to the face 
and arms as well as the hands. It has proven highly 
effective against phenolic vapors, creosote, extreme 
exposure to coolants, tars, rubber-asphalt and rubber- 
tar mixtures, petroleum oils, plastic and adhesive 
compositions. 


VEREX—a general purpose barrier cream widely 
used in both the office and the plant, in the me- 
chanical, textile, chemical, rubber and process in- 
dustries—protecting the skin against ordinary exposure 
to coolants, dirt, grease, inks, cement, sulphur, rust, 
carbon black, etc. Protects against contact with 
poison ivy. Soothing to the skin. Washes off with soap 
and water. 








VISIT US AT BOOTH NO. 197 
CHICAGO SHOW 








HYGIENE RESEARCH ic. 


684 Broadway, New York 12, N. Y. 


Literature and samples on request. Write Dept. O-61 
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BARRICADES 
and LIGHTS 


MODEL EFS 4000 


These industry leaders by Esco 
assure you greater safety, better 
performance, 


Yah Sp sums 


MODEL 1001 
MODEL 705 


Esco Flare transistorized lights pro- 
vide maximum brilliance, feature 
side light for 4-way protection. 


Our Model 703 
Utility Light avail- 
able with 2 or 3 
flags; collapsible 
stand extends to 

8 ft. 


MODEL 703 


ELECTRONIC SPECIALTIES CO. 


BATAVIA, ILLINOIS 
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automatic fire alarms and systems, 
manual horn signal systems, auto- 
matic timer units, and Holbrook 
safety alarms. Featured will be a 
demonstration board which shows the 
versatility and adaptability of each 
signal. Control can be automatic, 
manual, local, remote, electric, or 
gas-operated. Alarms can be regu- 
lated for steady or intermittent blasts. 
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Vertical service car 
Booths No. 318-319 


The Tulito vertical service car is 
a free line, constant-speed hoist op- 
erating on a permanent guide rail. 
Electric- or air-powered, it is simple 


to operate—push a button to start, 
release it to stop. The locking brake 
operates automatically when the mo- 
tor stops. The Meyer Machine, Inc., 
product has welded construction and 
positive door lock, with a load ca- 
pacity of 500 pounds. 
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Steel toe boot 
Booth No. 320 

Servus Rubber Co. is introducing 
an all-new line of insulated and non- 
insulated rubber footwear, with or 


without steel toes and shanks. Shown 
here is the knee-high steel-toe boot. 
Circle No, 303 on reader service card 
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specify PAC-KIT 
unit-packed protection 


because: 
STERILITY is assured— 


sealed units are for one use 

only; 

MAINTENANCE is casy — 

a glance tells what’s to be 

replenished; 

WASTE is eliminated—you 

buy only what’s needed, re- 

place only what’s used. 

Ask your distributer or write 
Pac-Kit Safety Equipment Company 
P.O. BOX 1306 


GREENWICH, 
CONN. 

















Vythene quickly dissolves 
and removes fluxes and resid- 
ual salts from electronic cir- 
cuits. Vythene PC has no flash 
point, is low in toxicity, con- 
tains no carbon tetrachloride. 
Non-flammable, and non-corro- 
sive, it is economical and can 
be reclaimed by distillation, 


WRITE for complete data 
and samples today. 


Northvale, N. J. 


In Canada: Safety Supply Company 
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Fire alarm console 
Booth No, 321 


This Notifier Corp. console is part 
of an alarm system for plants and in- 
Install it at alarm head- 


= 


stitutions. 





quarters to receive signals for fire 
detection, sprinkler supervision, se- 
curity control, and watch tour sys- 
tems. 
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Resuscitators 
Booth No, 322 


Ohio Chemical & Surgical Equip- 
ment Co. will demonstrate its E&J 
Mercury Mark I resuscitators. You 
can put them into service in seconds. 
They are compact, lightweight, rea- 
sonably priced. 
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Cool air pack 
Booth No. 323 

Fyrepel Products’ Suit Kooler 907 
provides 2 hours of cool, dry air for 


workers wearing sealed protective 
clothing. Liquid air, carried in in- 
sulated tanks, is converted to air va- 
por by a heat exchanger which con- 


denses body moisture. Ten cubic feet 


of air at 60° F. to 65° F. flow per min- 
ute. The unit weighs 23 pounds. A 
warning device signals when only a 
10-minute air supply is left. 
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Safety testing kit 
Booth No. 324 


Bacharach Industrial Instrument 
Co. will display its portable kit for 
measuring CO,, O,, and CO. It in- 
cludes two Fyrite analyzers, one for 


measuring carbon dioxide, the other 
for oxygen. The Monoxor, a direct- 
reading monoxide indicator, 
has ranges of zero to 0.2 percent or 
zero to 0.5 percent CO. 
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carbon 
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Revolving 


Most Complete Line cup guard 


Disc-type 

wheel 
Safety codes require guards on all 
portable grinders. Morrison makes a 
guard for every type. All comply with 
safety codes; provide maximum 
strength and protection with mini- 
mum weight, do not restrict work. For 
catalog and prices write: Dept. H, 


Straight 
wheel 


MORRISON PRODUCTS, INC. 


16816 Waterloo Rd Cleveland 10, Ohio 
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oa S 


WTHENE D 


- 


VYTHENE D is an excellent 
general cold cleaning solvent 
with an economical evapora- 
tion rate. Practically inert to 
paints and varnishes used on 
most electrical motors, it 
has no flash point, is low in 
toxicity, contains no carbon 
tetrachloride, and is non- 
corrosive to all metals. 


WRITE for complete data 
and samples today. 


Northvale, N. J. 


In Canada: Safety Supply Company 
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Remove Welding Fumes 
at the Source... 
with RUEMELIN 

FUME COLLECTOR 


Welding shops equipped with Ruemelin 
Fume Collectors are assured of a clean shop 
atmosphere. Noxious fumes, heat and 
smoke are eliminated AT THEIR SOURCE. 
Improves working conditions . . . lessens 
fatigue . paves the way for increased 
plant production. Especially helpful in 
winter months when windows and doors 
are closed. 


Note the new spring-loaded counterbalance 
mechanism which makes Fume Collectors 
much easier to handle. 


WRITE FOR DETAILED INFORMATION 


RUEMELIN MFG. CO. 


3888 N. PALMER STREET + MILWAUKEE 12, WIS., U.S.A. 


Mfrs. & Engineers * Sand Blast & Dust Collecting Equipment 
RES 
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NEW SAF 
CLEANING)E 


AND ELECTRONIC 


VYTHENE-EX is a highly re- 
fined solvent designed for 
the cleaning of precision 
bearings, electronic compo- 
nents, etc., where residue 
must be held to a minimum. 
It contains no carbon tetra- 
chloride, is low in toxicity, 
has no flash point, and is 
non-corrosive to all metals. 


WRITE for complete data 
and samples today. 


Northvale, N. J. 


in Canada: Safety Supply Company 








For HOT or COLD 


EMALFON® 


SINGER’S patented 


(Patent No. 2,650,365) 


INSULATED GLOVE 
UNIQUE CONSTRUCTION. Outer layer of 
terry cloth treated to make it flame-resistant; 
inner layer of all-wool for added insulation; 
third layer (next to skin) of soft, fleeced 
cotton. This combination gives flexibility 
and insures long wear. 

FOR HOT JOBS that do not exceed 700° F. 
these gloves (or mitts) are ideal. 

FOR COLD JOBS—handling dry cold materi- 
als, gas containers, etc. Excellent protection 
against frigid burns. 


NEW BIG CATALOG 


Complete line of work gloves, welding 
gloves, safety clothing and portable 
welding screens. Send for it! 


Ask your dealer or write us 


SINGER MFG. CO. ® 


860 W. WEED St., 
CHICAGO 22, ILL. 


Work gloves 
that “SING” 


mn ip 
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Oxygen inhalator kit 
Booth No. 325 
Oxy-Gear’s deluxe oxygen inha- 
lator kit restores oxygen to cardiac 
and asthmatic victims and to anyone 


in need of emergency 
trol gauge 


Con- 
making it 
administer overdose. 
parts; tamper-proof; 
gauge shows oxygen remaining. Port- 
able, compact me 
9 pounds. 


oxygen. 
regulates flow 
impossible to 
No moving 


tal case weighs only 
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Statewide plan 

A master chart in Cleveland 
Red Cross offices shows food 
tacilities for processing 
food, and available lodging 
space by community throughout 
Ohio. It also lists shelter re- 
quirements, shows population 
concentrations at various times 
of the day. 


sources, 


Every 120 seconds 


The World Health Organiza- 
tion reports that, every 2 
minutes in France, a work in- 
jury takes place that results in 
death or permanent disability. 











CLASSIFIED 


HELP WANTED: 
SAFETY ENGINEER 


Los Alamos Scientific Laboratory 
high in the mountains of northern New 
Mexico and operated by the University 
of California, has an opening for a safety 
engineer. Applicant must have a bache- 
lor’s degree in engineering or chemistry, 
plus at least two or three years of gen- 
eral safety experience similar to that 
obtained through insurance company 
work, Please send resume to Recruiting 
Department, Los Alamos Scientific Labo- 
ratory, P. O. Box 1663, Alamos, 


N. M. 


, located 


Los 
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PRESS THE BUTTON TO 
ELECTRICAL 
SAFETY 


POW-R-SAFE 
TOOL TESTER 


Press one button, and in just 7 seconds 
you can check out any piece of electrical 
equipment. Use on portable or stationary 
equipment. Test for normal, 
cuits, grounds, shorts. 
fit your needs. 


SEND FOR FREE LITERATURE 


EAST ORANGE, WN. J. 


open cir- 
Four models to 











WHAT HAPPENS 


When Compensation Cases 
Go to Court? 


3,000 INDEX LISTINGS help you find 
the answers to workmen compensation 
claim problems. Actual decisions, con- 
taining court opinions. In easy-to- 
read, non-legal language. More than 
490 pages. An invaluable book for 
those dealing with plant safety and 
workmen's compensation. 


Send for free brochure TODAY! 
Book Department 
OCCUPATIONAL HAZARDS 
812 Huron Rd. Cleveland 15, Ohio 
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These two Armco Steel ideas 


Reduce Welding 


MOVABLE BRIDGE 


WHEN cables from a welding unit cross an aisle, 
Armco Steel Corp., Middletown, Ohio, sets up a mov- 
able bridge (left). The bridge eliminates a tripping 
hazard, protects cables from clumsy feet. If the welder 


Accidents Easily 


TOOL HOLDER 


must work at a height (right), he uses a steel cable to 
hold three safety tools: a fire extinguisher, a safety belt 
that passes in front of him, a hand line behind him to 
raise or lower equipment. ® ® 





NEW and NEEDED! 


CERES SAFETY 
PLUNGER CANS 


safe cleaning with flammable 


liquids . . . strong, durable, 
reliable . . . Factory Mutual 
approved ... press down on 
spring-mounted dasher and meas- 
ured fluid is forced up to dampen 
swab or sponge... 1, 2 qt., 1 gal. 


¢ 
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QE SAFETY BENCH CANS 


for cleaning small parts safely, 
quickly . . . approved by Factory 
Mutual . . . seamless steel body, 
finished in bright red . . . spring- 
mounted dasher acts as baffle to 
reduce fire hazard ... 1, 2 qt., 
2 gal. 


SAFETY CANS 


safe for handling all flammable 
liquids . . . Underwriters Lab- 
oratories and Factory Mutual 
approved . . . no waste, no splash, 
no spill . . . seamless body. . . 
guard cap prevents leak .. . 1, 2 
qt., 1 gal. with trigger handle; 22 
5 gal. with free-swing handle. 
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CeREB DRIP CAN 


for use where a faucet may drip 
or a slow leak may occur . . 
duces fire hazard . . 

by Factory Mutual . . 
steel body ...2 


. Te- 
. approved 
. seamless 
qt. capacity. 


ORDER FROM YOUR SUPPLIER 
Write for free catalog showing Com- 
plete Eagle Line . . . Eagle products 
are also available in Canada. 





MANUFACTURING CO., Wellsburg, W. Va. 


Serving the Trade Since 1894 
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Letters 


continued from page 10 





May Issue Destined 
for Optometrists’ Study 


EDITOR: 

Would it be possible to obtain your 
May issue of OCCUPATIONAL HAZARDS 
magazine which contains the article 
on “High Cost of Eye Injuries”? 

Being the local chairman of our 
optometrist study group, I thought 
that the above article would be of 
most importance to study with my 
group. 

Thank you. 

AntTHony W. AnneskI, O.D. 
Pulaski, Va. 


The May material on eye injuries 
got a big play from readers. A num- 
ber of companies reprinted it for dis- 
tribution to supervisors or employees. 


Nothing Like a 
Chart To Stir Interest 


EpITor: 
The eye protection article in your 


May 1961 issue was particularly g30d, 
and the chemical eye hazards bulletin 
especially interesting to us. Can we 
get reprints of this article in quantity, 
or of the chemical eye hazards bulle- 
tin? 


Joun Morris 
Safety Coordinator 
University of Illinois 
Urbana, IIl. 


EDIToR: 

Noted with interest your clever 
article entitled “What About Chemi- 
cal Eye Hazards?” on page 35 of 
your May 1961 issue. 

Request permission to reprint this 
page, as is, acknowledging, of course, 
the source. 

We wish to distribute this article 
as a standard operating procedure 
for all our supervisors and foremen. 

Awaiting your reply. 

WitiiAM H. ENGLIsn 
Post Safety Officer 
U. S. Army Chemical Center & 

Chemical Corps Materiel Command 

Army Chemical Center, Md. 


These were two of the many re- 
quests of the same kind. Permission 
to reproduce the eye hazards chart 
locally invariably was granted. 


Wonder How He'll 
Come Out? 


EpITorR: 

In the March 1961 issue of your 
periodical, OccupaTionAL HAzarps, 
there appeared an article “Get Safety 
Out of the Personnel Department.” 
This ariicle really struck home, and 
I am now in the process of getting the 
job done. 

I would like to receive two copies 
or reprints of this article to tie in 
with my presentation to management. 
The more you look at the facts and 
weigh the pro and cons, the more you 
see how logical the transfer would be. 

Please send the reprints marked, 
“Confidential,” [to me]. 


NAME WITHHELD 


Presently, we hope, we'll give you 
an interview with a leading Canadian 
safety authority on the opposite side 
of the “Get Safety Out of the Per- 
sonnel Department” fence. 


Water for Fires 
in the Exotic Fuels 
EDITor: 
We refer to your article “New 
Methods to Fight Exotic Fuel Fires” 





Growth Through Unique Engineering 
...is the B & P Story 
OUR growth continues to be built on lasting cus- 


tomer satisfaction. Unique engineering design plus 
alert service by our dealer associaces allows you to 


For Stretcher Case — or any case 
FIRST IN FIRST AID is the 


It completely immo- 
bilizes the injured arm, 
leg, back, neck, ankle, 
or other members of 
the body and assure 
safe removal of the in- $ .50 
jured person from the per set 
scene of the accident. F.0.8B. OMAHA 
Yet it’s so easy to use. 
Try a set and see. 


expect the best—for no more! 

Depicted here are but 10 reasons why more and 
more people come back to their Brooks & Perkins’ 
representatives for their Materials Handling needs— 
or merely advice! 


Dealers coast to coast to—survey your problems— 
analyze your needs—recommend proper equipment. 


Write today for more information on any of these products 


BROOKS & PERKINS, INC. 
1904 W. Fort Street © Detroit 16, Michigan 
Tel. TA 5-5900 
ALUMINUM—MAGNESIUM—STAINLESS STEEL 


Ce ie Washington—New York—Dayton—Boston—Long Beach, Calif. 
-MH- 


ORR RS RP Sst 


Money back guarantee. 


Easy to order—Just write to: 


ee 7 
THEQREQREERS seunt co. 


2126 Cuming St. Omaha, Nebr. 
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which appeared in the June 1961 
issue; particularly to the statements 
by Dr. E. L. Harris on fluorine and 
chlorine trifluoride. We agree that 
both of these high-energy oxidizers 
react violently with water under cer- 
tain conditions. For instance, a too- 
cautious application creates very vio- 
lent local reactions and spattering. 
However, if the water is applied in 
excess in the form of a fog or fine 
spray, the reaction proceeds very 
smoothly. Complete coverage of the 
contaminated area will minimize 
evolution of noxious fumes. 

One concludes from Dr. Harris’ 
remarsxs that water may be used to 
control only small spills. Actually an 
official document released by the Air 
Force Flight Test Center, Edwards 
Air Force Base, Calif. (AFFTC-TR 
59-31), covering the results of tests 
conducted jointly by Allied Chemical 
and the Air Force, states that at least 
10,000 pounds of fluorine can be 
spilled and acceptably decontaminated 
using water fog. 

H. R. NEUMARK 
Director, Special Projects 
General Chemical Division 
Allied Chemical Corp. 
Morristown, N. J. 


E. L. Harris, Ph.D., who has been 


connected with research and develop- 
ment at the Wright Air Research 
Development Center for many years, 
was quoted in our June feature. He 
speaks often at industrial fire protec- 
tion seminars. He said, in regard to 
fluorine and chlorine trifluoride: 
“Any attempt to extinguish fires in 
these two chemicals is futile.” Fle 
recommended remotely controlled 
water fog for small spills of fluorine. 


Can a Reader 
Give Home Help? 
Epiror: 


We need some material on rescue 
work on excavations and shoring and 
would greatly appreciate if you could 
send us something as soon as possible. 
Thank you for your cooperation. 

Craus HALBERSTAEDTER 


Librarian 

Division of Safety 

Department of Labor & Industries 
Olympia, Wash. 


We had nothing available ourselves, 
but suggested a possible source. Can 
readers furnish Mr. Halberstaedter 
additional material or suggestions? 


We'd Like To Hear 
This Talk 


EpDITOoR: 


In one of your past issues you had 
a wonderful article on increase in 
compensation costs in various States 
throughout the United States. This 
article covered the increase in indus- 
trial awards and the compensation 
by States. 

I would appreciate it if you would 
send me this article, as I would like 
to use it in a presentation to fresh 
milk managers at the next Dairy 
Convention to be held in Washington, 
D.C., on October 22, 1961. 

S. W. Parsons 
General Safety Director 
Carnation Co. 
Los Angeles, Calif. 


We furnished August and Decem- 
ber 1960 issues. Both said much about 
compensation. 





New chemicals 


Industry now uses 500,000 dis- 
tinct chemical compounds. Only 
a few hundred were known be- 
fore World War IT 

















save 
life 

& property 
sei aia 
Faicon® 


¢ Simple visual inspection 
with new sight glass— 
added neatness of design. 


No one can place a price on the 
possible loss of lives due to fire. 
But Falcon Automatic Fire 
Alarms & Systems can give early 
warning of fire to protect lives 
and guard property. 


: Falcon Automatic 
Fire Alarms and Systems are: 
e LISTED BY UL AND px 
ULC for use with 600 


ft. of Va" aluminum 
tubing 


@ SELF-CONTAINED (No 
wires or batteries) 


@ FULLY GUARANTEED 
++» and they are low in cost! 
Dealers Wanted 


WRITE for particulars — and 
free, informative “Sounds for 
Safety” folder! Dept. OH 


FalCon® Alarm CO., INC. 


SUMMIT, NEW JERSEY 








Qu 


“burn-quel 


BURN SPRAY 


Since Jan. |, 1960, over 30,000 “burn- 
quel®" AEROSOL Burn Sprays have been 
sold throughout the U.S.A. 


This figure attests to the popularity and 
acceptance of this effective, immediate 
treatment for relief of pain from Burns 
& Scalds. 

Write today for full particulars and the 
mame and address of the Distributor 
nearest you!!! 


A. E. HALPERIN CO., INC. 


75 Northampton St. Boston 18, Mass. 
See Us Booth 213 National Safety Show 
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For the latest in 
14mm sound 
INDUSTRIAL SAFETY FILMS 


visit 


Booth 
195 


For a complete list 

of 146mm sound 
Industrial Safety Films 
write or telephone 


International Film Bureau Inc. 
332 S. Michigan Ave 
Chicago 4, Ill. 
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HA 7-4546 
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| HAND PROTECTION 
2 NEED NOT BE A WORRY. 


PUT. National ON THE JOB! 
y@,, NAPAXSGOAT 


Here is comfortable, easy to wear, 

complete hand protection that gives 

y maximum flexibilityand FIRM non-slip 

F grip . . . and the natural lanolin in the 

: y Napa leather keeps hands in good condi- 

tion. They're absolutely durable, water and 

oil repellent and ideally suited for all tough 

jobs! Comes in Band Top and Knit Wrist styles 
for both men (M-L) and women (S-M-L). 


eeand the Buffer 


Pressure impregnated with tough vinyl 
) plastic... gives you real economy — out- 

hi wears sageles canvas as much as 6 tol . 
Here is superior wearing quay Anaitatle | in 
both Slip-on (illustrated) and Knit Wrist styles. 


er 


@ee2ee8 


Write for complete detailed information. 


GLOVE, INC. 
COSHOCTON, OHIO 


ion of Pretty Products Inc Coshocton, Ohio 








Bic DANGER ZONE TO. 
Efe SAFETY ZONE 


— cuts costs when you 


SIMPLIFY PIPE LAYOUT 


When you modernize to make money, go all 
the way. Cut piping costs to minimum with 
planned simplification. Give your staff a 
free hand to effect economies—at the same 
time, convert Danger Zones to Safety Zones. 
Equip every overhead valve wheel in your 
plant with Babbitt Adjustable Sprocket Rims 
with Chain Guides. 

They simplify pipe layout. 

They fit any size valve wheel. 

They are easy to install and operate. 

They operate any valve from the floor. 

They save time and money. 

The first cost is the only cost (no maintenance). 

They are packed completely assembled (one 

to a carton), with easy-to-follow instructions. 

A hot-galvanized rust proof chain is avail- 

able for all sizes. 


Babbitt Adjustable Sprocket Rims with 
Chain Guide are carried in stock by most 
mill supply houses. Just phone your mil! 
supply salesman, or contact us direct. 


B= }-0e)@) Ramm STEAM SPECIALTY CO. 


12 BABBITT SQUARE, NEW BEDFORD, MASS., U.S.A. 
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Short-Shorts for 
Managers and Safety Men 


Toward international standards 


Fourteen U.S. organizations have recommended 
to the American Standards Association that ar- 
rangements be made to take part in international 
discussions of standards on safety shoes and boots, 
eye protection equipment, safety gloves, belts and 
harnesses, flameproof clothing, respirators, and 
personal protection equipment for welding and 
cutting. 


Growing security need 


J. Edgar Hoover no sooner announced that 
crime in the United States hit a new all-time high 
in 1960 than manufacturers of automatic alarms 
began pointing out the need for greater attention 
to plant security. There’s a robbery every 18 
seconds. 


About industrial nurses 


“An Employer Asks Some Questions” is a 6- 
page pamphlet put out by the American Nurses 
Association, 10 Columbus Circle, New York 19, 
N.Y. It’s free. Mostly, it’s a pitch to convince 
employers their plant nurses should belong to 
the ANA occupational health nurses section, but 
it does outline what the association is, why it is, 
and what it does. 


Scaffolding safety rules 


The Steel Scaffolding & Shoring Institute, 2130 
Keith Building, Cleveland 15, has issued a 1-page 
set of rules for erecting and using scaffolds safely. 
You can post it anywhere. Free. 


New material for clothing 


A U.S. Navy research project at Mellon [nsti- 
tute, Pittsburgh, is developing new lightweight 
materials for use in protective clothing. The 
project is modifying commercial synthetic fabrics 
to provide, in one garment, protection against 
cold, drowning, and flying metal fragments 


Uranium mining hazards 


A report on the “Governors’ Conference on 
Health Hazards in Uranium Mines” has just been 
published by the U.S. Public Health Service, 
Washington 25, D.C. It summarizes discussions 
that pointed up defects in present methods of 
assuring miners’ good health, and that suggested 
where help to remedy the defects could be ob- 
tained. Ask for Public Health Service Publica- 
tion No. 843. 


Do your own testing? 


The American Society for Testing Materials 
has a new 62-page catalog of its publications on 
how and what to test. Many of the 300 items 
listed will interest safety directors and industrial 
fire chiefs who test equipment and supplies. It’s 
free from the society, 1916 Race Street, Phila- 
delphia 3. 











USEFUL LITERA 




















Y 














To obtain any of the free literature or samples mentioned here, 
circle the number on the reader service card corresponding to 


the number of the item that interests you, and mail the 


card to us. 


No postage is needed. 


Gas detector 

This device enables you to trace 
and test dangerous gas concentra- 
tions, which, unchecked can lead to 
explosions. You can use it to meas- 
ure contaminants in the air, for de- 
tecting gas leaks, and for technical 
gas analysis. Easily operated by hand 
New Jersey Safety Equip- 
ment Co.’s new bulletin will answer 
all your questions about the 
in detail 


Circle No, 426 on reader service card 


pressure, 


detector 


Noise measurement 


H. H. Scott, Inc., Instrument Divi- 
sion announces a new short form cat- 
alog featuring its complete line of 
sound measuring and analyzing in- 
struments, industrial amplifiers, 
speakers, and FM tuners. It also 
contains information on multiplex 
adaptors and test equipment. 
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Traffic safety mirror 

Traffic safety mirrors are used 
the aisles of large buildings and 
dustrial plants and on loading plat- 
forms, where blind corners, aisle i 
tersections, and doorways present a 
hazard. A new bracket with two 
simple adjustments is the latest fea- 
ture to be incorporated in mirrors 
made by the Fred Silver Co. Two- 
color bulletins provide details and 
prices of convex or flat glass, metal, 
and laminated mirrors. 
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Tower ladder safety 


Safety Tower Ladder Co. offers a 
2-color, detailed, fully illustrated 
brochure describing its Locks-In-A- 
Notch safety device for high-climb- 
ers. It consists of a safety belt 
snapped to safety sleeve which slides 
on a carrier rail attached to a ladder 


or tower. If a climber slips, the 
safety sleeve automatically locks and 
holds him. 
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Waterflow alarm system 


Without an automatic water flow 
alarm, thousands of gallons of 
sprinkler water can escape 
discovery, cause heavy damage. The 
\utocall waterflow alarm catalog 
shows how alarm systems work and 
helps you plan one. This handy book- 
let will make your sprinkler system 
more effective 


before 
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Radiation meters 


The Victoreen Instrument Co. 
offers a 16-page catalog covering its 
line of nuclear radiation survey 
meters and dosimeters. It gives in- 
formation on nine new models, as 
well as other Victoreen equipment. 
Form 3038-61 is illustrated, 2-color, 
and provides ranges, uses, perform- 
ance figures, ratings, dimensions, and 
other pertinent data. 
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Dielectrical boom shield 
Saf-T-Boom electrical shield 
safely allows a boom or crane to come 
in contact with high-voltage lines. 
This device protects crane operators 
and ground workers from electrical 
shock. Saf-T-Boom Corp. issues a 
6-page folder that includes illustra- 
tions, testimonials, and test results. 
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Welding helmets 

Welding helmets, including weld- 
ing hand shields, electrode holders, 
and many other welding accessories 
appear in catalog 26 of Fibre-Metal 


continued on page 128 
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7 SAW SAFELY 
Now. AND SEE! 


Eliminate All Saw 
Hazards With Brett-Guard 
the new visual safety tool 
For all circular saws 
NEW! & versatile combination visual circu- 

rd and saw fixture—uniting the 
precision-designed tools for 
viding with the maximum n 
% Safe guarding—has recently been in- 
d and marketed by the Brett-Guard 
prevent saw injuries. This See- 
Saw Guard made of 2 in. thick 
transparent plastic protects users of table 
Saws during all operations. The unique 
safety device may be locked in a variety of 
operating positions to prevent physical con- 
tact with the biad e and eliminate flying 
chips. Simple to set up . . . economical 
for both large and small jobs so safe, 
that it's being used in vocational schools tor 
the blind made of transparent PLEXI- 
GLAS that lets you see what you saw 
fully adjustable for all those impossible-to- 
guard cuts fitting all circular table-type 
rip’ saws for 6” to 22” blades pro- 
tects operators where no other saw guard 
w function! 
SHOP TESTED-APPROVED BY SAFETY ENGI- 
= AND GOVERNMENT AGENCIES NATION 


* FREE 30 DAY TRIAL! Send blade 
diameter and make of power sows. 


* 16MM NEW SAW SAFETY-EDUCATION 
DEMONSTRATION SOUND FILM! 
Available free loan 


WRITE TODAY FOR DETAILS 
PATENTED. MADE EXCLUSIVELY BY 


BRETT-GUARD CORP. 


ENGLEWOOD, N. J 


FIRST AID SPRAY FOR BURNS 


dressing — is indicated for fast, 
effective relief of pain from burns, 
sunburn, cuts, wounds and abra- 
sions. Areas can be sprayed thor- 
oughly to provide prompt patient 
comfort and eliminate painful swab- 
bing. FOILLE fights infection and 
promotes healing. In 3 oz. and 10 oz. 
spray. 


CARBISULPHOIL CO., DALLAS, TEXAS 
ORDER NOW from your supplier 
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Useful Literature 


continued from page 127 





Products Co. This 28-page maga 
zine-size catalog is crammed with 
facts for the welding equipment buy 
er. In two colors, it is fully illus 
trated and punched for a ring binder. 
Circle No. 433 on reader service card 


Tank truck loading 


National Foam System, Inc., pub 
lishes a booklet describing fire pro- 
tection methods for tank truck load- 


ing racks. The booklet includes con- 
trol of fire by water spray through 
fixed pipe systems and_ portable 
nozzles, use of foam through pipe 
systems and portable nozzles, and 
methods of proportioning foam liquid. 
The company claims no other simi 
lar printed data exist. 
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Emergency lighting 

A 12-page booklet offered by Elec 
tric Cord Co. shows what happens in 
a power failure, and how the risks 
can be avoided by property owners. 





OUTLAW 
GAMBLING 


Prevent Accidents — Cut Costs! 


USE 
THE 


hole—and loses a finger. Or, he 
makes a complicated set-up — which 
slips. SAFETY in miscellaneous drilling 
operations pays big dividends. 


a 


MODERN Safety Drill Table 


Your maintenance operator tries to 
hold a small piece for drilling a small 


With the Modern Safety Drill Table, set-ups 


are safe, positive and fast. This table han- 
dles odd, irregular shapes without V-blocks, 
clamps or parallels — as well as dangerous, 
hand held small jobs. You just drop in the 
work and drill. Sizes for every need from 
8” to 272” diameters. Guaranteed to save 
its cost in labor alone every 6 months. 


FREE 


TRIAL OFFER 


Let us put a Safety Drill Table 
in your plant, freight prepaid. 
Use it 30 days. Ship it back, 
freight collect, if you are not 
enthusiastic. 


Literature on 
Request 


MODERN MACHINE TOOL CO. 


2005 LOSEY STREET 


JACKSON, MICHIGAN 
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“The Odds on Emergency Lighting” 
covers the costs involved in power 
failure, as well as containing informa- 
tion and specifications on Light War- 
den battery-operated emergency 
lighting. Typical installation dia- 
grams and approximate prices are in 
cluded. 
Circle No. 435 on reader service card 


Fire-retardant paint 

“Paint Your Way to Fire Safety’ 
is the title of a new 12-page booklet 
offered by Albi Manufacturing Co. 
It tells how fire-retardant paint helps 
reduce fire damage. By retarding the 
spread of fire, this paint gives your 
firefighters extra minutes to bring a 
fire under control. The booklet also 
contains a rundown on UL flame- 
spread ratings. 
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Exhaust purifiers 
Three types of exhaust purifiers 
which kill carbon monoxide, fumes, 
and odors generated by gasoline, LP, 
and diesel-powered equipment, are 
reviewed in a new folder from Oxy- 
Catalyst, Inc. The folder lists tech- 
nical characteristics and charts per- 
formance records of the purifiers. 
Circle No, 437 on reader service card 


Air sampler 


Air pollution workers, safety men, 
and health officers should be inter- 
ested in a bulletin from Gelman In- 
strument Co. It gives technical data 
on the Hurricane Air Sampler. This 
reduces the time needed to get ac- 
curate samples of toxic dusts from 
hours to minutes, is also useful for 
establishing cleanliness levels in 
dust-free rooms. 
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Mats and runners 

“Industr:’s Matting Blueprint” is 
a D. W. Moor Co. 2-color, illustrated 
folder crammed with just the right 
kind of facts to help you handle your 
floor covering requirements. Various 
kinds and sizes include floor matting, 
corded rubber runners, stair treads, 
and mesh matting. 
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Floor sanitation 


Associated Just Distributors, Inc., 
has bulletin sheets on its “New Way” 
to clean floors. Described is how 
Just cleaner-disinfectant, when ap- 





plied to the surface, produces thou 
sands of tiny power bubbles that sur- 


round and absorb dirt and grime. 
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Welders’ protection 


Choice of six welding helmet and 
two handshield styles is offered in the 
new Oxweld line by Linde Co., a divi- 
sion of Union Carbide Corp. 
Straight, curved, and narrow shell 
types are available with either sta- 
tionary or lift-front glassholders. 
All shells are molded and seamless. 
Strong, lightweight, and highly re- 
sistant to sparks, molten metal, and 
flying particles. Illustrated bulletin 


sheets offer detailed information. 
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Heat-resistant gloves 


Liberty Protective Leathers, Inc., 
states it will be pleased to send liter- 
ature. Its heat-resistant gloves are 
made from a patented process of 
soft, flexible leather impregnated 
with insulating and refractory ma- 
terials. 

Circle No, 442 on reader service card 


Safe hydraulic fluid 


If you have a hydraulic line fire 
hazard, you'll be interested in the ad- 
vantages of Irus Fluid as reported in 
Shell Oil Co. literature. 
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High-pressure coupling 


Literature on special engineering 
applications will be sent concerning 
Bar Way Manufacturing Co.’s reus- 
able high-pressure coupling that gives 
a quick, sure connection for all types 
of jacketed hose. 
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Ambulance cot 


An ambulance cot only 8% inches 
high can be easily maneuvered in and 
out of cars which have a minimum of 
head room. It is particularly useful 
for heart cases, many of whom must 
remain in a sitting position. This and 
other models within the Washington 
Products Co. line are described in the 


firm’s catalog. 
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Protective clothing 


The Surety Rubber Co. mazaufac- 
tures a broad line of protective ap- 
parel—gloves, aprons, sleeves, leg- 
gings, spats. Its latest promotional 


kit contains specification sheets and coated, Koroseal-coated, and rubber 
price lists covering all these items. gloves. It is punched to fit into a 
Included are sample swatches of the looseleaf binder. 
neoprene and vinyl materials Surety Circle No, 447 on reader service card 
uses for its industrial aprons. 
Circle No, 446 on reader service card 
Safety eyewear 


ee ; 
ng, chemical, an act haz- 

Glove selector Welding, c emical, ai d impact 
F ards are described in literature avail- 
B. F. Goodrich Industrial Products able from H. L. Bouton Co. The best 
o. has an 8-page illustrated catalog possible eyewear is prescribed for 
on the selection of industrial gloves each operation. Why not let Bouton 
or hi i nearly 400 ‘rent : : 
for handling nearly 4 wage recommend the eye protection yout 
chemicals. A performance chart workers need to safely do a day’s 

rates the comparative wear and chem- 


work? 
ical resistance of neoprene, neoprene- Circle No. 448 on reader service card 








Dorsey 


ENGINEER’S BOOT 


WALK 
DAY AFTER DAY... 


7150 


8-INCH ENGINEER'S BOOT 


Black, made from triple tanned cowhide, 
with full leather toe lining, Dacron 
stitching, neoprene sole and neoprene 
logger heel. Patented Armorite steel 
toe and corrugated steel shank. 


Comfort is a tradition 
in English shoes — com- 
fort that only the English 
can take time to hand- 
craft into walking shoes. 
Here is an oxford of 


beautiful design, made ‘ oy 

on American lasts, with ’ ENGLISH OXFORD 
features found only in \ - 

the most expensive dress 

shocs. These quality No. 990 — Black 
leathers are at home on ' . : No. 690 — Tan 
the street, in the office, wad 

or in the plant. These 

smart Scotch Grain 


Wing-Tips are rugged 
and almost scuff-proof. 


rr ra LAO CY. ® 
~ SAFE “T-SHOE CO. <=", 
CHATTANOOGA, TENN. ” 


Sa il al 
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INDEX OF ADVERTISERS 


A Acro Metal Stamping Co. 
American Allsafe Co. 
American Industrial Safety Equipment Co. 
American Optical Co. 
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Ansul Chemical Co. 
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Ayerst Laboratories 
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Calumet Steel Castings Corp. 
Carbisulphoil Co. 

Card-Key Systems, Inc. 
Charleston Rubber Co. 

Chemical Corp. 

Chicago Eye Shield Co. 

David Clark Co. 

Columbus McKinnon Chain Division 
Cotton Goods Manufacturing Co. 


Dameron Enterprises, Inc. 
Detex Watchclock Corp. 
Dorsey Safe-T-Shoe Co. 
Dow Chemical Co. 

Dow Corning Co. 


Eagle Manufacturing Co, 
Economy Engineering Co. 
Edmont, Inc. 

Electronic Specialties Co. se 
Ellwood Safety Appliance C 
Emergency Aids Co. 


Falcon Alarm Co. 

Federal Sign & Signal Corp. 
Fibre-Metal Products Co. 
Fine Organics, Inc. 

Flents Products Co. 

Flexaust Co. 

Frommelt Industries, Inc. 
Fyrepel Products, Inc. 
Fyr-Fyter Co. 


Geerpres Wringer, Inc. 
Gentex Corp. 
Gets-A-Lite Co. 

Globe Industries, Inc. 
Gojer, Inc. 

Granet Corp. 


A. E. Halperin Co. 

Haus of Krause 

Haws Drinking Faucet Co. 
Hild Floor Machine Co. 
Hygiene Research, Inc. 
Hy-Test Safety Shoes Division 


International Film Bureau, Inc. 
Iron Age Safety Shoes Division 
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Jomac, Inc. 
Junkin Safety Appliances Co. 
Justrite Manufacturing Co, 


Kennedy-Ingalls, Inc. 
Keystone View Co. 

Walter Kidde & Co. 
Kimball Safety Products Co. 


Walter G. Legge Co. Gag be Me ames 
Lemon Siler Shoe (6) sos. as va casa ce 29 
Magnaflux Corp. Ratcon ee tae ae 
Martindale Electric Co. Pts | 
Thom McAnn Safety Shoes Division ......... 24-25 
Medical Supply Co. . .50, 85 
Merrill Bros. Co. a ae 
Metal Arts Co. »- soa 
Mine Safety Appliances Co. i. Cover III 
John B. Moore Corp. 98 
Modern Machine Tool Co. 128 
Morrison Products Co. 2 el aio eee + eel 
Mt. Vernon Mills, Safety Fabrics Division, 
Turner Halsey Co. 


National Glove, Inc. 

New Jersey Safety Equipment Co. 
New Forum Publishing Co. 
Notifier Corp. 


Ohio Chemical & Surgical Equipment Co 
Osborn Manufacturing Corp. 


Pac-Kit Safety Equipment Co. ; 
G. H. Packwood Manufacturing Co 
Pioneer Rubber Co. 
Pow-R-Safe, Inc. 

Prairie State Products Corp. 
Protectoseal Co. 

Pulmosan Safety Equipment Corp 


Racine Glove Co. 

Ready Made Sign Co. 
Reynolds Televator Corp. 
Rochester Safety Equipment Co 
Rockwell-Standard Corp. 

Rose Manufacturing Co. ..... 
Ruemelin Manufacturing Co 


matety Wot. 2 06 Ce is eds ss We. a Ulte been 

Safety Clothing & Equipment Co. ................ 118 
Satety Sitet Fcomeee Cae. 5s 0 sns cee aneaenee ene’ ee 
Safety First Supply Co. 5 ieatecelate take iaae ee 
Salescaster Displays Corp. ore eo, 5 ee 
Scott Aviation Corp. ae 2 Sg pele Ce 
Schmieg Industries 104 
H. H. Scott, Inc. ; oe : 88 
SIE SCRUE ROME EF POGUCUE COD... cacevccsececdeces, OO 
Seiberling Latex Products Division ................ 75 
Sellstrom Manufacturing Co. ........... 31 
Simmons Co., Hausted Division .... 117 
Singer Glove Manufacturing Co. . sae, 
Speakman Co. ere ata aa tance 
Standard Safety Equipment Co. ................ 109 
Stephenson Corp. SAT a ieet fin 113 
Stonehouse Signs, Inc. 


Tect, Inc. 
Timmins Splint Co. 


Wagner Sign Service, Inc. 

Watchemoket Optical Co. 

Wheeler Protective Apparel Co. 

White Rubber Co. 

Wilkins Co. 

Williams Jewelry & Manufacturing Co. 
Willson Products Division, Ray-O-Vac Co. 
Wyandotte Chemicals Division 


Circle No. 2 on reader service card Oo I 





Facts At Your Fingertips 


Use these cards to get more information about any item advertised or described 
in this issue. Use these cards too for copies of items offered in the Reference © 
Fact File bound into this issue. Fill out cards completely. No postage needed. 


OCTOBER 196] : Position 


6 iieleissnnaiitin scleltseentaicipilials sitesi Kind of Business 
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Please Print 


State 


Please send me additional information and literature on items circled below: 

ADVERTISEMENTS GUIDE TO NATIONAL SAFETY CONGRESS PRODUCT EXHIBITS USEFUL LITERATURE 
69 86 103 120 137 154 171 188 205 222 239 256 273 290 307 324 341 358 375 392 409 426 443 460 477 
70 87 104 121 138 155 172 189 206 223 240 257 274 291 308 325 342 359 376 393 410 | 427 444 461 478 
71 88 105 122 139 156 173 190 207 224 241 258 275 292 309 326 343 360 377 394 411 428 445 462 479 
72 89 106 123 140 157 174 191 208 225 242 259 276 293 310 327 344 361 378 395 412 429 446 463 480 
73 90 107 124 141 158 175 192 209 226 243 260 277 294 311 328 345 462 379 396 413 430 447 464 481 
74 91 #108 #125 142 159 176 193 210 227 244 261 278 295 312 329 346 363 380 397 414 431 448 465 482 
75 92 109 126 143 160 177 194 211 228 245 262 279 296 313 330 347 364 381 398 415 432 449 466 483 
76 93 110 127 144 161 178 195 212 229 246 263 280 297 314 331 348 365 382 399 416 433 450 467 484 
77 94 111 128 145 162 179 196 213 230 247 264 281 298 315 332 349 366 383 400 417 434 451 468 485 
78 95 112 129 146 163 180 197 214 231 248 265 282 299 316 333 350 367 384 401 418 435 452 469 486 
79 96 113 130 147 164 181 198 215 232 249 266 283 300 317 334 351 368 385 402 419 436 453 470 487 
80 97 114 131 148 165 182 199 216 233 250 267 284 301 318 335 352 369 386 403 420 437 454 471 488 
81 98 115 132 149 166 183 200 217 234 251 268 285 302 319 336 353 370 387 404 421 438 455 472 489 
82 99 116 133 150 167 184 201 218 235 252 269 286 303 320 337 354 371 388 405 422 439 456 473 490 
83 100 117 134 151 168 185 202 219 236 253 270 287 304 32) 338 355 372 389 406 423 440 457 474 491 
84 101 118 135 152 169 186 203 220 237 254 271 288 305 322 339 356 373 390 407 424 441 458 475 492 

102 119 136 153 170 187 204 221 357 374 391 408 425 442 459 
Please send free tear sheet of pages__ 
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Kind of Business 


era 196] sine , ™ d Position 
Street ...... . 
Please Print we sites 

Please send me additional! information and literature on items circled below 

ADVERTISEMENTS GUIDE TO NATIONAL SAFETY CONGRESS PRODUCT EXHIBITS USEFUL LITERATURE 
52 69 86 103 120 i37 154 171 188 205 222 239 256 273 290 307 324 341 358 375 392 409 426 443 460 477 
53 70 104 121 #138 #155 172 189 206 223 240 257 274 291 308 325 342 359 376 393 410 | 427 444 461 478 
54 71 105 122 139 156 173 190 207 224 241 258 275 292 309 326 343 360 377 394 411 | 428 445 462 479 
55 72 106 123 140 157 174 191 208 225 242 259 276 293 310 327 344 361 378 395 412 | 429 446 463 480 
56 73 107 124 141 158 175 192 209 226 243 260 277 294 311 328 345 462 379 396 413 | 430 447 464 481 
57 74 108 125 142 159 176 193 227 244 261 278 295 312 329 346 363 380 397 414 43) 448 465 482 
58 75 109 126 143 160 177 194 228 245 262 279 296 313 330 347 364 381 398 415 | 432 449 466 483 
59 76 110 127 144 161 178 195 229 246 263 280 297 314 331 348 365 382 399 416 433 450 467 484 
60 77 111 128 145 162 179 196 230 247 264 281 298 315 332 349 366 383 400 417 | 434 451 468 485 
6) 78 112 129 146 163 180 197 231 248 265 282 299 316 333 350 3467 384 401 418 | 435 452 469 486 
62 79 113. 130 147 164 181 198 232 249 266 283 300 317 334 351 368 385 402 419 | 436 453 470 487 
63 80 114 131 148 165 233 250 267 284 301 318 335 352 369 386 403 420 | 437 454 471 488 
64 81 115 132 149 166 234 251 268 285 302 319 336 353 370 387 404 421 438 455 472 489 
65 82 116 133 150 167 235 252 269 286 303 320 337 354 37) 388 405 422 | 439 456 473 490 
66 83 117 134 151 168 236 253 270 287 304 321 338 355 372 389 406 423 440 457 474 49) 
67 84 118 135 152 169 237 254 271 288 305 322 339 356 373 390 407 424 | 441 458 475 492 

Wg? 153. 170 272 289 357 374 391 408 425 442 459 476 
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Kind of Business 


OCTOBER 1961] ae ve Position 


1069 


Please Print 
Zone State 


Please send me additional information and literature on items circled below: 


ADVERTISEMENTS GUIDE TO NATIONAL SAFETY CONGRESS PRODUCT EXHIBITS USEFUL LITERATURE 
52 69 86 103 120 137 154 171 188 205 222 239 256 273 290 307 324 341 358 375 392 409 | 426 443 460 477 
53 70 87 104 121 138 155 172 189 206 223 240 257 274 291 308 325 342 359 376 393 410 427 444 461 478 
54 71 88 105 122 139 156 173 190 207 224 241 258 275 292 309 326 343 360 377 394 411 | 428 445 462 479 
55 72 89 106 123 140 157 174 191 208 225 242 259 276 293 310 327 344 361 378 395 412 429 446 463 480 
56 73 90 107 124 141 158 175 192 209 226 243 260 277 294 311 328 345 462 379 396 413 430 447 464 481 
57 74 91 108 125 142 159 176 193 210 227 244 261 278 295 312 329 346 363 380 397 414 431 448 465 482 
58 75 92 109 126 143 160 177 194 211 228 245 262 279 296 313 330 347 364 381 398 415 432 449 466 483 
59 76 93 110 127 144 161 178 195 212 229 246 263 280 297 314 331 348 365 382 399 416 | 433 450 467 484 
60 77 94 111 128 145 162 179 196 213 230 247 264 281 298 315 332 349 366 383 400 417 434 451 468 485 
61 78 995 112 129 146 163 180 197 214 231 248 265 282 299 316 333 350 367 384 40) 418 435 452 469 486 
62 79 996 113 130 147 164 181 198 215 232 249 266 283 300 317 334 351 368 385 402 419 | 436 453 470 487 
63 80 97 114 131 148 165 182 199 216 233 250 267 284 301 318 335 352 369 386 403 420 437 454 471 488 
64 81 98 115 132 149 166 183 200 217 234 251 268 285 302 319 336 353 370 387 404 421 438 455 472 489 
65 82 99 116 133 150 167 184 201 218 235 252 269 286 303 320 337 354 371 388 405 422 439 456 473 490 
66 83 100 117 134 151 168 185 202 219 236 253 270 287 304 321 338 355 372 389 406 423 440 457 474 491 
67 84 101 118 135 152 169 186 203 220 237 254 271 288 305 322 339 356 373 390 407 424 441 458 475 492 
68 85 102 119 136 153 170 187 204 221 238 255 272 289 306 323 340 357 374 391 408 425 442 459 476 493 


Please send free tear sheet of poges__. =. ® This cord invalid without company name 
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“What's in it?” 

“Fifteen brand-new MSA products.” 

“Going to open it?” 

“Not now.” 

“When?” 

“October 16th.” 

“Where?” 

“At the National Safety Congress in Chicago.” 
“What kind of products?” 

“That’s a surprise.” 

“Won't tell, huh?” 

“Yall you all about them October 16th. Drop around booths 83 to 86.” 
“Fifteen new MSA products?” 


“Fifteen.” 
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Bob Gauvin makes sure that 


you get what you want... fast! 


Looking after the wants of some 23,000 readers of OCCUPATIONAL HAZARDS: 
that’s Bob Gauvin’s job. As manager of our Reader Service Department, the most 
modern and efficient in the business press, Bob makes sure your inquiries are proc- 
essed accurately and promptly. An expertly trained staff plus the latest automatic 


high-speed punched card equipment make this possible. 


Every issue of OCCUPATIONAL HAZARDS offers a gold mine of industrial safety, 
health and fire prevention information. Product facts, catalogs, data books, manuals: 
the latest facts for your plant safety and purchasing files are yours for the asking. 
The easy way to ask is to use one of the postage-paid Reader Service Cards bound into 
this issue. Bob and his staff will take it from there. 
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-. My, Franchise 
m Circulation 
gets magazines 
2 to the men 
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